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ging Ne ’ drip ping. When turned on it delivers cone- 
within-cone spray of maximum efficiency. When turned 
off it drains instantly. It gives greatest bathing satisfac- 
tion. and saves water, fuel and maintenance service costs. 
I'ry it and discover its superiorities. 
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of B. F. Goodrich surgeons’ glove 
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because these gloves are made of just 
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one single layer of purest latex 
Because of their uniform strength, 
B. F. Goodrich surgeons’ gloves with- 
stand frequent autoclavings and con- 
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ch 1952 


¢ 


pose’ gloves tor those who develop 


an allergic 
ordinary rubber gloves 

Order B. F. 
your surgical or hospital supply dealer 
Wis  F. Giedich Comheee. Seid 
Divisi t 


B.E Goodrich 
Surgeons Gloves 


rmatius when wearing 


Goodrich gloves from 





eee, 


II ‘Modern 
Hospital 


MARCH 1952 


PORTFOLIO ON HOSPITAL PLANNING 


The Modern Hospital of the Month 
ROBERT W. CUTLER 


Tuberculosis Unit 
CECILIA M. KNOX and PETER N. JENSEN 


Neuropsychiatric Unit 
GEORGE BLUMENAUER 


Ceiling-Hung X-Ray Tube 


Convalescent Unit 
ALDEN 8. MILLS 


Rehabilitation Unit 
H. WORLEY KENDELL, M.D 


The Modern Hospital of the Year 


Hospital Construction Trends 
LOUIS S. REED 


The Question Is Never the Same 
ROGER ALLEN 


ADMINISTRATION 


Building and Equipping New Hospitals 
WESLEY E. GILBERTSON 


Commission on Financing Hospital Care 
ROBERT M. CUNNINGHAM, Jr 


High Speed Centrifuge 
RAYMOND JONNARD. D.Sc. and 
HARVEY M. RADEY 


On the Significance of Death 

E. M. BLUESTONE, M.D 

SOCIAL MEDICINE 

Tonsillectomy Without Tears 

MRS. L. A. WILLIAMS 

SMALL HOSPITAL FORUM 
The "Gift Horse" Shows Its Teeth 


A MODERN HOSPITAL ROUND TABLE 


It's Time to Change Signals 


The Essence of Public Relations 
F. GORDON DAVIS 


VOLUNTEER FORUM 


Cooperation or Compulsion? 
FREDERICK T. HILL, MD 


Published monthly and copyrighted, 1952. The Modern Hospital Publishing Company, Inc 


EDITORIAL DIRECTOR: RAYMOND P. SLOAN 
EDITOR: ROBERT M. CUNNINGHAM JR. 
TECHNICAL ADVISER: EVERETT W. JONES 


EDITORS: MILDRED WHITCOMB, JANE BARTON 


PUBLISHER: OTHO F. BALL, M.D. 
SSOCIATE PUBLISHER: STANLEY R. CLAGUE 


ADVERTISING DIRECTOR: J. W. CANNON JR. 


MEDICINE AND PHARMACY 


Immobilizing Lung Chamber 106 
A. CHESMORE EASTLAKE JR., M.D 


Rehabilitation Unit (Cont.) 118 


H. WORLEY KENDELL, MD 


FOOD AND FOOD SERVICE 


Tile and Metal Keep the Kitchen Spotless 124 
MAJ. BERT MERRILL 


Food for Thought 126 
Kitchen Equipment 128 


CHRISTINE RICKER 
Menus for April 1952 
ELEANOR PICKARD 


MAINTENANCE AND OPERATION 


Air Recovery Improves Ventilation 134 
JOHN E. MILLER 


HOUSEKEEPING 


Purchasing and Warehousing Procedure 
IRENE RUDULPH 


REGULAR FEATURES 

Among the Authors 4 
Reader Opinion 6 
Roving Reporter 10 
Index of Advertisers Following Page 16 
Small Hospital Questions 47 


_Wire From Washington Following Page 48 


Looking Around 49 
Volunteer Activities 85 
About People 98 
News Digest 

Coming Meetings 

Book Reviews 

Occupancy Chart 

Classified Advertising 

What's New for Hospitals 


919 North Michigan Avenue, Chicago II, Ill. 


U. S. A. (Cable Adress: Modital, Chicago.) Otho F. Ball, M.D., president; Raymond P. Sloan, vice president; Everett W. Jones, vice 
president; Stanley R. Clague, secretary; James G. Jarrett, treasurer. Subscription price: $3 a year; overseas, $5 a year. Single copies, 


35 cents; back copies, 50 cents to $!. Entered as second-class matter 
March 3, 1879. Printed in U. S. A. Eastern Office, 10! Park Avenue 


Thompson, Los Angeles, San Francisco, Seattle, Dallas, Portland, Denver 


1918, at the post office at Chicago, Ill., under act of 
New York 17, N. Y. Pacific Coast Representatives, McDonald- 





ordinary table salt 
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MCARBO-RESIN 


(Sodium Removing Resins, Lilly) enables edematous 
patients to eat more tasteful food and still control their 


edema by the continuous removal of sodium. 


TYPCARBO-RESIN 


is a combination of three ion exchange resins. As a 
safety measure, one of these resins supplies potassium 


? . Sis 
to prevent potassium deficiency; another combats aci- 
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dosis and also assists the other two resins in removing 


more sodium. 


Details on dosage and other important information on ‘Carbo-Resin, including liberalized low-salt 
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diets, may be obtained from your Lilly medical service representative or by writing to 


ELI LILLY AND COMPANY 


Indianapolis 6, Indiana, U.S.A. 
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Dr. A. Chesmore Eastlake Jr. is assistant professor 
ot medicine at the University of Oregon Med 
ical School, Portland, Ore.. where he is also 
assistant director of the project in constitutional 
medicine. The son of a Denver internist, Dr. 
kastlake went to the University of Denver and 
took his medical degree at the University of 
Colorado. Following internship, he served as 
assistant: pathologist at Kings County Hospital, 
Brooklyn, N.Y., then became a resident staff member in tuberculosis 
at the San Francisco Hospital and assistant in medicine at the 
University of California. Betore returning to the West Coast, he 
served for four years as assistant director of inhalational therapy 
at’ New York’s Presbyterian Hospital and assistant in medicine at 
Columbia University College of Physicians and Surgeons. Author 
of numerous articles in the field of chest diseases, Dr Eastlake has 
written tor The MODERN HoOsprraL a description of a new “lung 


mmobilizer.” The article appears on page 106, 


Louis S. Reed Ph.D., author of the article on 

hospital construction in the United States, on 

page 72, is a medical economist. Trained as 

an economist at Amherst ( ollege and ( oluml la 

University, atter some years of university teach 

ing, he first entered the health held as a mem 

ber of the research staff of the Committee on 

the Costs of Medical Care. After an interlude 

ot other work, he joined the Division ot Health Louis S$. Reed 
Studies of the Social Security Board, and later the U. S. Public 
Health Service where he has served with the Division of Publ 
Health Methods and the Division of Hospital Facilities. He 1s noy 
chiet of the medical economics branch of the Division o Medical 


ind I lospital Resources 


Peter N. Jensen, whose plan tor a TB nursing 
unit appears on page 55 of this issue, is with 
the Division ot Hospital Facilities, U.S. Pub 
lic Health Service, where he is specializing 
in tuberculosis hospital planning. Mr. Jensen 
studied at the Beaux Arts Institute ot Design 
and tor a number of years was associated with 
some of the better known architectural firms 
in New York City. While with Walker and Peter N. Jensen 
Gillette, he had charge of planning for the conversion ot West 


chester County Almshouse to what is now Grasslands Hospital. 


Cecilia M. Knox is nurse consultant in the 
Division of Medical and Hospital Resources, 
U. S. Public Heaith Service. A’ graduate of 
St. Francis Hospital School of Nursing, Peoria, 
Ill., and the University of Chicago, Miss Knox 
did graduate work at both the University ot 
Chicago and the University of Massachusetts 
Positions she held during her civilian nursing Cecilie M. Knes 
experience were mainly in nursing education 

and nursing service. Before entering the U. S. Public Health Set 
she was director of the school of nursing and nursing ser\ 


five years at Boston City Hospital, Boston. In addition to articles 


for the protessional magazines she 1s the author of a pediatrics text 


book for nurses. Miss Knox is co-author with Peter Jensen of the 


plan tor a tuberculosis unit appearing on page 55 of this issue. 
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for greater carbohydrate alimentation... prescribe 


OX Pav VEAP T sosvrions 


(INVERT SUGA 


e for twice the calories of 5% Dextrose 
e in equal infusion time 


e with no increase in fluid volume 


With 10% Travert solutions, a patient's 
carbohydrate needs can be more 

nearly satisfied within a reasonable time 
and without excessive fluid volume 

or vein damage. ¢ Travert solutions are 
sterile. crvstal-« lear, colorless, 
non-pyrogeni¢ and non-antigenic ° 

They are prepared by the hydrolysis of 
cane sugar and are composed of 

equal parts of p-glucose (dextrose) 

and p-fructose (levulose). 

Travert solutions are available 
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in 150 ec., 500 cc., 1000 cc. sizes. 
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Federal Aid? Yes! 


least none of the arguments so far by and rested the entire matter with the 
advanced offer any logical support of government—accepting whatever plan 
The editorial, “Everybody Won,’ in the statements discussing the subject. the government wanted with a mere 
November issue of The MODERN It seems to me that those who support “amen”—I would be inclined to believe 


{ might bring socialism 


HosPITAL, makes sense. There is no the idea that federal aid will bring that federal ai 
basis or evidence that tends to support socialism are basing their statements on in this particu phase of hospital re 
the argument that federal aid to schools fear instead of fa If those organiza- sponsibility. However, it is not the 
of nursing will bring socialism Ar tions in the field health stood idly imtention—as has been ably demon 


volunteer health inter 





passive role. The thing 

tters 1s the character of 

whatever bill may finally become law 
THESE While I have little faith in the side of 
government I certainly have such com 
plete confidence in those who represent 
us that I believe a “fair” bill will emerge 
It seems to me that schools of nursing 
have every right and reason to request 
and receive fe 1 ral ssistance inasmuch 


S government needs for graduate nurses 


B-P CHLOROPHENYL are supplied entirely by existing schools 
make of nursing. It is the only source of sup 


containing HEXACHLOROPHINE (G-11*) ply since the government does not con 
. . . ° duct any such schools; 1 a 1 this 
the Solution of Choice 


. ? oe , , expense. Why then ud it not mak 
for the Rapid Disinfection of Delicate Instruments f ‘ 


fair contribut t i the support 
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Non-corrosive to metallic instruments and keen ACCUSED OF SOCIALISM 
cutting edges. 
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Free from unpleasant or irritating odor, 
control 


Non-injurious to skin or tissue. 4 on ny quartet regarding 


Non-toxic, non-staining. and stable. ‘ I-Burton which 
esigned ¢t 1 in the building ot 
Potently effective, even in the presence of soap. | ospital tacilit i could not be 
Economical to use. convinced then th they were wrong 
Even now some of the diehards believe 


*Trademark of Sindar Corp 
that government cat tate policies re 
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rding 


t those he spit ls 
yourself of a medium free from phenol (car- 

inder Fed 
bolic acid) or mereury compounds . . . one 


highly effective in its rapid destruction of com- 
monly encountered vegetative bacteria (except lifferences Of Opin 
tubercle bacilli). See chart. re that might 
luring the 





Compare the killing time of this in working 


supertor bacterwidal agent | 4 tl overnment matter of 
Vegetative Bacteria | 50% Dried Blood | Without Blood 





Staph. aureus 15 min 2 min 
E coli [ ; —= willing to exert 


: : r 3 : our command to 
PRICE Strept. hemolyticus 15 sec . . —_ . 











sensible solution of 
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American way of lif 
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geested for ir convement and effi. often permit our emotions 


endangered. Unfortunately, 


cient use of BARD-PARKER CHLORO. Danbury, Connecticut nived wit ' ) ) 
PHENYL. Holds up to 8° instruments Y mixed with fear, suspicion and preju 


bl] out completely all ele 
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ADHESIVE PLASTER 


1 -Sticks Easily and Well 
2-Causes Little or No Irritation 
3 -Does Not Slip or Creep 


Fatty acid salts in the 


Because — 


and zinc caprylate— 
oan reduce skin maceration and slimy deposit and retard 
wOneye® the growth of bacteria and fungi. Write for results 
x 


i 


) of clinical tests. 


y~ Prove it to Yourself- 


Write for a FREE spool of Pro-Cap. If you are irri- 
tated easily by plaster, make a side-by-side patch 
test on your forearm using Seamless Pro-Cap and 
any other adhesive plaster. Leave tape on 48 hours 
—see the difference! Prove to yourself that Seamless 
Pro-Cap causes little or no skin irritation. 


FINEST QUALITY SINCE 1877 
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pen behind the Iron Curtain—should be However, all this hi 
suthcient reason tor a solid tront tor with the matter otf federal aid to schools 
hy organization that hopes to preserve of nursing. Lets tace all such tissues 
inalienable rights with a fearless and sensible approach! 
J}. Dewey Lutes 
DECAUse f vpovernments fan Superintendent 
avagance. Government spend- Woonsocket Hospit 
f nursing 1s 7 Woonsocket, R.I 
ya {1 t ievitimate yvovern 
expenditu How many of us Federal Aid? No! 
complain ic the performance Sirs 
the hair of our We are building an addition to our 


them with pr hospital, the first unit of which will be 


evidence Of £OV- four new operating rooms, utility rooms 
iressing rooms and sterilizing rooms 
all of which will be air conditioned and 
will be modern and up-to-date in every 
respect. When completed, and we are 
expecting to have these completed with 
tew weeks, we will have 
he best pe ssible 

pment 

is he Spita mS Never Accel 

from the vovernmentr, the state 


iny charitable 
believe 

nly inde 
know of 


receive dad from some 


tnes irc We noc f eve in 


ot re : PF na socialism, communism 
WHTitFeFEEFEF EEE EEE 8 Wes d ire opp 


present admin 


lirection 
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the American 
country be 

st pr wertul 

earth with 


Wmving eve;©r 
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10,000 LIVES LOST IN FIRES pc ah ag a . ~ —— 


Every 24 hours, an average of 27 victims 
comprise a tragic, nationwide loss because 
certain buildings fail to provide safety from 
FIRE. The corrective? Install GLOBE Auto- 
matic Sprinklers to discover and stop FIRE u n know but I 
GLOBE AUTOMATIC SPRINKLER CO. am convinced that unless we have a 
NEW YORK CHICAGO PHILADELPHIA fefinite change of administration under 
Offices in nearly all principal cities he leadership of someone like Mr. Taft 
he future t intry will be very 
lark indeed \ t best the outlook 
ie is gloomy becauss the great public 
debt and the demoralization of our peo 
le and their increasing dependence 
pon the federal government 


James W. Davis, M.D 
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PACIFIC 
RAILROAD 


FLEXIMATIC FOLDERS REDUCE LABOR 


At Ogden, Utah, the new million dollar Union Pacific 
laundry is completely Troy-equipped to handle 110,000 
pieces of linen per eight-hour day. This plant provides 
fresh, crisp uniforms, napery and bed linens for the en- 
tire Union Pacific Railroad system, including Sun Valley 
and 16 other resort hotels. Modern methods and’ Troy 
equipment have reduced U. P. laundering costs by 50%! 


. . . . + + ” ” 
To cut flatwork handling costs, the Union Pacific install- Fleximatics can fold and by-pass 30”, 60 
and 90” widths in almost any combination. 


ed three Troy Fleximatic Folders, which automatically 

measure and quarter-fold sheets, tablecloths and other 

large linens, taking them directly off the ironers. Towels, OTHER TROY EQUIPMENT 
napkins and other small pieces are folded, stacked and AT UNION PACIFIC LAUNDRY 


counted automatically by four Troy Fold-Fast Folders, 
@ Eight 42” x 96” “Siyde-Out" Washers and one 
42” x 54” “Slyde-Out" 


ILLUSTRATES CATALOS @ Three 54” Olympic bottom-unloading Extractors 


Troy Fleximatic Folders are individually motor driven and can - vm 
be used with any standard flatwork ironer. Send today for il- @ Six 42” x 42” Open-End Tumblers 
lustrated catalogs on Fleximatic Folders and @ Forty-three Rocket Presses 


ones de glum designed to cut costs in @ Four 120”, 8-roll Flatwork lroners, with ven- 
sig tilating canopies 


sL LAUNDRY MACHINERY 
Division of American Machine and Metals, Inc. 


EAST MOLINE, ILLINOIS 
World's Oldest Builder of Power Laundry Equipment (Since 1868) 
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how tO ; 


STRIP. 


ith Ookite 
wit . methods 


Materials 


‘ 


OaKITE pROdUCTS,, .* 


Get this 


| FREE Booklet! 


Tells how to strip paint 
from metal furniture—beds, 
chairs, stands, cabinets, et 

with the least time and ef 
fort by simple soaking in a 
tank of Oakite stripping so 
lution. Describes specialized 
Oakite strippers for every 


type of paint 


Tells how to improve last 
ing quality of new paint by 
simple application of Oakite 
Compound No. 33, the new 
cleaner-conditioner that re 


moves and prevents rust 


This stripping method saves 


one hospital $145 a month 


Get your copy today. Ask 
your local Oakite Technical 
Service Representative Or 
write Oakite Products, Inc., 
I8A Thames St., New York 
6, N. ¥ 


00 INDUSTRIAL ¢, 
yal! fan 
ott 1™ 


- OAKITE 


‘ 

4 vie 
2 ae 

‘tS » metnoos* * 

Technical Service Representatives Located in 

Principal Citres of United States and Canada 


Rovng Kypotles 


Egypt’s 15 Year Plan 
When the idea of giving complete 
and free medical care to the people of 
Egypt began it was believed that, be 
cause the health of a nation is of pub 
lic interest, preparation of the medical 
care plan should not be restricted to 
government officials but should be the 
result of the combined efforts of all 
possible medical forces in the country 
The plan is the result of group think 
ing of a committee which was composed 
of members of wide medical and hos 
pital oper iting and ce nstruction exper! 
ence, in addition to the gdvernment 
officials. This committee was divided 
into several branches with each one 
studying one aspect of the whole pre b 
lem: How to give the best possible free 
and accessible medical care to the patient 

wherever he may be 
ires and facts needed by the mem 
re given by the various depart 
ments of the ministry of public health 
The work was organized within each 
division as well as among all of them 
Various branches worked as one team 
led by the Minister of Public Health 
Dr. Abd-El-Gawad Hussein Pasha 
Studies and information were inter 
changed, the different ideas were evalu 
the end the master plan 
down 

Iwo things were borne in mind dur 
ing this stage of preparation. The first 
was that the final results arrived at were 
only the broad outlines of the plan. The 
details, with respect to each community 
would be determined according to local 
conditions to meet the particular needs 
of health facilities The second is the 
possibility of revising the program be 


cause of possible future change the 


local circumstances of communities. The 
program was enacted into law and will 
be carried out in the next 15 yeare. 

A medical survey of the health facil- 
ities, governmental and private, was 
made to determine the number of exist- 
ing beds per thousand in each inhabited 
area, the number of beds devoted to 
each kind of disease, and the number 
of acceptable beds. It was found that 
there is an average of one bed per 
thousand population. The beds are dis 
tributed irregularly; while Cairo has 5.5 
beds per thousand, some rural areas have 
0.5 beds per thousand 

The plan provides three general beds 
per thousand all over the country by 
building new hospitals of various sizes 
and by adding new wings to the recent 
acceptable ones. The country is divided 
into medical areas: in the core of each 
is a base teaching hospital with others 
of various sizes as its satellites, working 
together as one unit for prevention 
diagnosis and treatment of disease 
These hospitals, from the small rural 
to the big teaching institutions, are co 
ordinated by well planned interchange 
of patients, information and specialists 
The flow of patients runs from small 
hospitals to large ones as far as their 
cases need special treatment, while the 
flow of specialists and personnel runs 
in the opposite direction. The larger 
the hospital, the heavier the load it 
bears and the greater the variety of 
specialists it will have 

The different kinds of health facilities 
n the program in each medical area are 

|. Health center for each 15,000 to 
10,000 people. As the front line in the 
program it has two main functions, pre 


vention of disease and treatment of the 


Princess Ferial Hospital. Architects: Salah Zeitoon and Mostafa Shawki. 
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OR a itn Es Fel ew AS 
GUARD AGAINST EXPLOSION HAZA 


... with these electrically-conductive operating room units 


collecting joints and crevices facilitates cleaning 
Before buying operating room equipment, see and 
“Blickman-Built.” 


illustrates and 


@ Many prominent institutions have standardized on 


these Blickman-Built operating room units. Their 


ground static compare the advantages of 


SEND FOR BULLETIN 9 ORC 
describes more than 50 different Blickman-Built 


stainless steel units of operating room equipment. 


highly-polished stainless steel surfaces 
charges effectively through electrically-conductive 
casters and floor tips. Sturdy, seamlessly welded con- 
Elimination of dirt- 


struction assures long service life. 


Howard Instrument Table 





Graystone 
Curved Instrument Table 


a 
= =F ~e 
l* ad 


x . 
a 


Dawson Dressing Carriage 


5. BLICKMAN, INC., 1503 Gregory Ave., Weehawken, N.J. New Englond Bror 





Blickman-Built 


‘ Hospital Eéqupme nf 





, Boston, Mass., March 


You are welcome to our exhibit at the New England Hospital Assembly, Hancock Room, Hotel Statler 
24-26 and to the Southeastern Hospital Conference, Biltmore Hotel, Atlanta, Ga., April 16-1 





common diseases in the local rural areas 


Regular health instructions will be given 


in each health center and at homes by 


visiting nurses, especially to mothers 


before and after delivery Periodical 


examinations with x-ray and laboratory 


tests also will be carried out 


The 


water 


drink 


disposal in the 


general sewage, sources of 


and 


ing waste 
local 
Viscc 

2. Rural hospital for each 100,000 to 


150,000 


irea will be controlled and 


super 


inhabitants 


3. Regional hospital for each | 
000 to 2,000,000 inhabitants 


OOO 


1. Teaching hospitals at Cairo, Alex 
Al-Mansoura Asiout 
all general hospitals and 


andria, Tanta, and 


These are 
ittached to each ts an outpatient depart 
ment. Nursing schools and homes will 


be attached to the large general hos 


pitals 

In spite of the many tuberculosis hos 
pitals existing, the country needs more 
of them. An adequate number of tuber 


culosis, mental and chronic disease hos 
pitals will be provided to meet the needs 
of the whole 
All medical care 


ll these kinds of hospitals will be free 


country 


Riven to patients in 





Here is what happens 


DOCTORS AND NURSES find 
can read the Exactilt scale 
The Standby neatly 


pressure is measured 


seated. 


ating rooms and outpatient ¢ 
STAFF CHIEFS are tha 
exact—for 
instrument, 


sure 
every 
individually cali 


scientifically accurate and t 


MAINTENANCE ENGINEERS : 
of parts and repairs have b 
die-cast 
the completely recessed and 
tul ll the 


tube, 


sturdy magnesium 


and ; other ruggec 


bills, knows that to standardi 
record-keeping are easier and 


equipment serves all hospita 


wards, 
Call your 


rooms, outpatient 

regular di 
tor of he 
glad to deliver an additional S 


trial 


ments 
Baumanometers 
tree 


for your 


W. A.BAUM CO., INC. 


1916 Originator ar 





you Standardize on the Standby Model... 


instantly whether standing or 


is never 


Baumanometer 


THE HOSPITAL ADMINISTRATOR, 


Try the Standby Model in opera 


anit 
Ba umd tile tor 


rr 


in your hospital when 





the Standby easy to use— they 


fits any location where biood 
in the 


lepartments. 


way in wards, oper- 


t bloodpressure readings are 
Is a true mercury gravity 
brated and guaranteed to be 
») remain so. 


ire happy because replacement 
They like the 


construction, 


een minimized. 
and aluminum 
resiliently mounted cartridge 
i features of the Standby. 


the 
ze Is to economize 


man who pays the 
3uyving and 
a single type of bloodpressure 
] needs 
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NEW YORK 1, N.Y. 


ure Apparatus Exclusively 


slood pre 








except that 10 per cent of the beds will 
be reserved for paying patients 
The money needed for this program 
$90,000,000 of the 
urgent need, the program was supposed 
be within 


owing to the shortage in persoanel it 
15 


is about Because 


carried out 10 years but 


was decided to increase the time to 


years. In this time the medical schools 
in Egypt will be able to provide the 
hospitals with enough physicians and 
nurses 

We the U.S 
Service very helpful in 
number of hospital de 
the 


Public Health 


efforts 


found 
our to 
increase the 


concerned with structural 
of the 


months I studied hospital 


signers 
aspects program. For several 
architecture 
and engineering with the specialists in 
the Division of Hospital Facilities. I 
also wish to thank all the people whom 
I met in the various hospitals and labora 
tories I visited and who did everything 
possible to make my visits educational 
ABOU-ZEID RAGEH, 
projects department, Ministry 
Health, Cai 


and informative 
architect, 


of Publix 


Gloom Chasers 


Among patients in the outpatient de- 
partment of Memorial Center tor Can- 
and Allied New York, 
they're known Gloom Chasers 

They're volunteers who make waiting 


cer Diseases, 


as 


in the clinic less tedious and worrisome 
by serving steaming cups of comforting 
coffee, accompanied by cookies, and in 


viting attention to the entertainment 


afforded by a television set. For those 
not television minded, racks containing 
reach 


the 


latest. magazines within 
It's the 
morale of patients since the project was 


and 


the are 


wonderful, change in 


first started, executives, doctors 


agree. Much of 
that invariably prevails where the pub- 


nurses the tenseness 


lic must sit and wait has disappeared 


Now everyone, or almost everyone, ap- 


pears relaxed and at ease. The improved 


mental state conducive to a more 


normal physical reaction 


1s 
Gone com- 
pletely are the noise and confusion that 
formerly existed. Today there is the 
television to watch. 

The project started as an activity of 
the Society of the Memorial Cancer Cen 
ter, but so successful did it prove that 
the hospital has taken over and assumed 
responsibility for its financing. Some 


150 trays are served daily four days a 
week. The coffee service extends to the 
which a Cart 


The tele- 


examination room, to iS 


wheeled at regular intervals 


vision set was the gift of a friend 
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Films and 
Chemicals 
AT YOUR BECK 
AND CALL 


For fresh radiographic film and process- 
ing chemicals — delivered promptly — call 
your Westinghouse X-ray representative 

Your local Westinghouse X-ray office 
always has a plenuful supply of all leading 
brands in stock. Ordering from Westing 


house is your guarantee of fresh material, 


delivered as fast as needed. 


In addition to fresh, active processing 


chemicals and films with fresh emulsion, 


your local Westinghouse office carries a 
complete line of darkroom accessories — 
from aprons to ventilators — cabinets to 
timers. So, remember, whatever your needs, 
call your Westinghouse X-ray representa- 
tive for prompt, dependable service. 

And for a complete listing of all West- 
inghouse accessories, just send a card to 
Westinghouse Electric Corporation, 2519 


Wilkens Avenue, Baltimore 3, Maryland. 


you CAN BE SURE...1F iTS 


YTUONOW Weep 
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We offer TWO Baby Incubators, but 


F re, 
| 


, | ‘HE Armstrong X-4 Baby Incubator, Model 500, is 


all white. The X-4 is approved by Underwriters’ 


xBaoewd 


aad 


Laboratories for use with oxygen and is designed for use 
in the nursery. Over 16,000 have been delivered to hospi- 


tals and other institutions all over the world. 


The Armstrong X-P EXPLOSION-PROOF Baby Incuba- 
tor, Model 22, is silver-gray with a bright red panel and a 
red line across the top. The Armstrong X-P EXPLOSION.- 
PROOF Baby Incubator is designed for use in the delivery 
room and surgery and is approved by Underwriters’ 


Laboratories, Inc. for hazardous areas. 





é 


X-P (Explosion-proof) 
for delivery room or surgery 


Both of these Armstrong Baby Incubators are designed to 
supply constant, automatically-controlled safe heat and 
high humidity for premature and term babies; for the 
administration of oxygen, either with or without humidity 
and either with or without heat. Both Incubators are 


simple. Both are safe. Both are low in cost. 


But they are Not wu. 


Each has its specific use— 

The X-4 for the nursery—safe with oxygen. 

The X-P (EXPLOSION-PROOFP) for the delivery room 
X-4 safe with oxygen for the nursery and surgeryv—safe with oxygen and safe where there are 


hazardous anesthetic gases. 


Write us for details and price on either or both incubators 
These two incubators are only sold direct from Cleveland 


<r 
Ti 
Pa ! mutant eunnevneaeneneenennintt TTT TULL \WATION 


THE GORDON ARMSTRONG COMPANY, INC. 


Division DD-1 Bulkley Building, Cleveland 15, Ohio 
Distributed in Canada by Ingram & Bell, Ltd. 
Toronto + Montreal + Winnipeg - Calgary + Vancouver 


CECE 


Mn nuit ! TTL LCL 








ee 
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Incubator is over 16,000 incubators’ worth of experience.” © The Gordon Armstrong Co., Ine 


TOC CL CO ut 1 


“Back of every Armstrong X-4 Baby 
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i TRADE MAR K 


A New E'L'A'S:T'I'C Adhesive 


made with a woven cotton 
Fi foht ital olola da lel iaMelale, 
a surgical adhesive mass 


tape offers patient 
comfort and reduction of mechanical 
skin irritation. Encourages natural 


healing and tissue growth. 





§ ! { a 











*This product has no connection whatever 
with American National Red Cross 




















JASTIKO™M tape provides 
seein directed support. Stays where 
applied, molds itself to the body — its 
stretch and pliability permit 
form-fitting bandaging. 


by) 


marvonalol MAOH. 
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a New Improved 

Paraffin Baths. Shown is 

combination unit for arm, 

hand, foot, and leg, 

Model PB-109 and perineal conditions. 


Efficient « Economical + Practical 


ILLE Physical Therapy 
Equipment “cc” [LLE fe: 


50 Mill Road, Freeport, L.1., 
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(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—29th Edition 
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What good 


is a Bathroom to a Bedfast Patient? 


\ ee 


™ 


~ 


complete story of 


“Lavoilet 


re are 


May we send you the 


so many 


ili GO for any 


mall 
ali 


old or 


reduces the num 


Saving money 

! 
nursing cé 
s himself 


, , 
reduces the number of 


the t serve 


because th patien 
and gladly 


irsing staff 


the mor ile of your nurs! 


raises 


1d helps substantially in recruitment 


increases hospit il revenue 
i premium for 
nience 


AVOILET 


Self-servit¢ features con- 
serve tremdndous amount 
of nurses! time. And pa- 
tients thanoughly enjoy 


The l| AVOILET provides a flushing toilet and a 
lavatayy with hot and gold running water. It is 
easy to\install . . . casy|to use, in or out of bed. 


waiting on| themselves. 


Toilet automatically ad- 

justed to|bed height. No 

lifting of patients. Motor- 
—teed LALO LEF tort fe — 


patients on| or off bed. 


... the first name in hospital supplies 


American Hospital Supply corporation 


I 





so sturdy, so attractive and so easy to use! 


TOMAC 
overbed 
table 


e The pictures tell the story. Notice 


Single-pedestal 


design provides TOMAC OVERBED TABLE makes it so 
ee much easier to use than those of 
chair or even with double-pedestal construction. Notice the 
— eg bed beauty of styling—the unusual sturdi- 
rs te ee 
strength Formica top to its steel base. Avail- 


ness, from its chip-proof, stain - proof 


able in a variety of attractive colors— 


and the cost is surprisingly moderate. 


Convenient built-in mirror and book 


rest. Also removable “make-up” tray _ as S epply corporation 


the first name in hospital supplies « GENERAL OFFICES « EVANSTON, ILLINOIS 








THE NEW NAME IN MEDICAL AND 
HOSPITAL CIRCLES FOR BLOOD 
TRANSFUSION EQUIPMENT 








¢ STERILON is the assurance to the protession that every tt. of tubing and a clamp for stopping or controlling the flow of 


travenous set under the STERILON name ts a blood or solution 
The fluid path of each set is sterile, pyrogen free and non-toxic 


« may be no more than many 
Set is ready for use. 

The STERILON sets, already in service with the Armed Forces 

are also available now to hospitals 
h Nyl Mono-Filter for giving blood or solutions by Sets are manufactured in the STERILON plants in Buffalo, N.Y., 
GRAVITY or UNDER PRESSURE. The Nylon Mono-Filter as with offices at 1807 Elmwood Ave. Orders may be placed through 
I filterization and permits an even flow. Each set con your Hospital Supply Dealer. For further intormation write national 
be, which fits into the blood or solutio distributor, W. A. Bushman Associates, Inc., 1841 Broadway, New 

Mono-Filter, luer type needle adapter, 5 York 23, N. Y. 


n-pressure se cs 


R-58 Sterilon ient Set, as illustrated, is a disposable 


STERILON CORPORATION, BUFFALO 7, NEW YORK 


DISTRIBUTED BY 


W. A. BUSHMAN ASSOCIATES, INC., 1841 BROADWAY, NEW YORK 23, W. Y. 
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THE LOAD! 


.-- ANOTHER EXCLUSIVE CASTLE 





THERMATIC CONTROL 


in its most advanced stage of mechanical development 
(Sterilock), establishes a new high in patient-safety. 
It mechanically impounds the load from the instant the 
safety door is secured, and throughout the entire pro- 


gressive phases of sterilization. 











This engineering achievement will virtually eliminate all possi- 


OPERATES MANUALLY in event of power failure. 


bility of tampering or human error, as the control clock key can 


eee iia) remain in constant possession of one responsible individual. 
Ey - ~ 


r This funetioning is in conjunction with the exclusive Thermatie 


automatic recycling mechanism, and the guaranteed sterility of 
each and every load thereby becomes a simple matter of routine. 
attention-free mechanics. 


Raa, |... 
Write today for literature describing ad- 


May be installed for REMOTE CONTROL operation. vantages — economies — safety highlights. 


WILMOT CASTLE COMPANY 
1175 University Ave. Rochester 7. N.Y. 
Castle STERILIZERS AND LIGHTS 
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REVERSED IN HOURS 


To promote early healing of chronic varicose 
ulcers is of definite economic benefit to the 
patient and to industry. 


Tryptar, in these chronic, resistant cases, 
promotes early healing by rapid, safe and 
thorough physiologic debridement of the 
ulcer.! Dissolution of necrotic tissue and re- 
moval of pus and debris are accomplished 
within hours without adverse effect upon 
living tissue.!»* Tryptar is non-antigenic, non- 
sensitizing and non-toxic. In varicose ulcers, 
Tryptar applications may be made topically 
—in powder form or as a solution with wet 
dressings. 


(1) Reiser, H. G., et al.: Arch. Surg. 63:568-575, 1951; (2) 
Stuke, K.: Chirurg. 20:588-595, 1949. 








The Armour Laboratories Brand of Purified Crystalline Trypsin 


THE ARMOUR LABORATORIES 


CHICAGO 11, ILLINOIS 


PHYSIOLOGIC THERAPEUTICS THROUGH BIORESEARCH 
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PROMINENT CONTEMPORARY HOSPITALS USING 


WE H Pueumatic Temperature 
at and Humidity Control 


A Temperature Reaction is one of the B - , 
first events in the life of a new born child Little Traverse Hospital, Petoskey, Mich. 
—and throughout life temperature and Architects: Skidmore, Owings & Merrill, Chicago 


humidity affect its comfort and health. Consulting Engineer: Samuel R. Lewis, Chicago 
Contractor: Lansing Heating & Ventilating Co., Lansing, Mich. 





doctors and nurses, in operating and re- Male Ward Building, Western State Hospital, Fort Steilacoom, Wash. 
covery rooms, delivery and X-ray rooms Architect: A. Gordon Lumm, Tacoma, Washington 
and nurseries, private rooms and wards. Engineer: James B. Notkin, Seattle, Wash. 

Contractor: P. S. Lord, Portland, Ore. 














Proper Temperature—external and in- 
ternal, hastens recovery of patients. 


St. Joseph-Benton Harbor Memorial Hospital, St. Joseph, Mich. 
Architects: Fugard, Burt, Wilkinson & Orth, Chicago 
Contractor: Northwestern Heating & Plumbing Co., Evanston, lil. 


tand Lowest Maintenance Cost Use POWERS Control 





Comanche County Memorial Hospital, Lawton, Okla. 
Architect: Paul Harris, Chickasha, Okla. 

Paul H. Fesler, Hospital Consultant 

Engineers: Carnahan & Thompson, Okloh City, Oklo. 
Contractor: Ray F. Fischer Cc. 








Veterans Administration Hospital, West Haven, Conn. 

Left: 400 bed Tuberculosis Bidg.; Right: 500 bed General Medical & Surgical Bidg. 
Architects: Curtin and Riley, Boston, Mass. 

Engineers: Corps of Army Engrs., Boston District 

Contractor: Raisler Corp., New York City 


MASTER 
CONTROL 
SUB-MASTER 
REGULATOR + 





Morristown Memorial Hospital, Morristown, N. J. 
Architects: John H. & Wilson C. Ely, Newark, N. J. 

Hospital Consultant: Gerhard Hartman, Ph. D., New York City 
Mechanical Engineers: Meyer, Strong & Jones, New York City 
Contractor: August Arace & Sons, Inc., Elizabeth, N. J. 





THE POWERS REGULATOR COMPANY 


Established 1891 — Offices in Over 50 Cities — See Your Telephone Directory 
GENERAL OFFICES AND FACTORY—SKOKIE, ILLINOIS 





HOW TO CUT MAINTENANCE COST IN 
ANY HOSPITAL BUILDING YOU PLAN 


Helen Rivas Clinic, Rochester, N. Y 
Architects: Kaelber & Wassdorp 


— 
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Tefinessee Tuberculosis Hospital, Chattanooga, Tenn. 
Arthitect: Seimon T. Franklin 


y 
4 


2 
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Tripler Memorial Hospital. Oahu, Territory of Hawaii 
Architects: York & Sawyer, U. S. Army Corps of Engineers 


Mercy Hospital, Springfield, Ohio 
Architects: Maguolo & Quick 


Bradford Hospital, Bradford, Pa. 


Architect: Thomas K. Hendryx 
Fe nas 


in 
. Ul 
ECrarm 


Indiana State Boord of Health Bidg., Indianapolis, Ind. 
Architects: Leonard & Matthews 


Georgia Baptist Hospital, Atlanta, Ga. 
Architects: Stevens & Wilkinson, Inc. 


AVAILABILITY OF ALUMINUM WINDOWS 


Don’t be misled by false rumors. There is no need to use substitutes. 
Aluminum windows ARE AVAILABLE for immediate and future use. 
Present NPA Order M-4A permits unrestricted use of “Quality- 
Approved” aluminum windows, as class B’” building product under 
CMP. Consult manufacturers of “Quality-Approved” aluminum 
windows for latest information on their delivery schedules. 










insist on 
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If you're looking for hospital windows that are long on good looks and 
lighter-than-air on an operating budget... 






. .. you'll almost surely choose aluminum windows. Today, they're first 
choice in hospitals everywhere. 






But, when you specify, be sure you say, “Quality-Approved aluminum 
windows.” 










Then you can be sure of windows with a “clean bill of health,” windows 
that have been tested and approved by an independent laboratory for 
strength of sections, quality of materials, low air infiltration and sound 
construction. 





























Consider the advantages all these quality features will give the hospital 
buildings you plan. More light and visibility because the rugged aluminum 
extrusions make narrower frames possible! Easy, trouble-free operation and 
draftproof ventilation! Real long-run economy, because these windows will 
never need painting, replacements or costly upkeep! 












You can get Quality-Approved aluminum windows, double-hung, casement, 
projected or awning types, in styles and sizes to suit your plans. 







You can get complete information from any Quality-Approved manufac- 
turer, from Sweet's Catalog (Section 17a/ ALU), or from the address below. 
A copy of our Booklet, “Aluminum Window Specifications” is free on 
request. Address Dept. MH-3. 
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74 Trinity Place, New York 6, N. Y. 
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Give your salads the 
taste millions prefer 


THE ONE AND ONLY MIRACLE WHIP 


Miracle Whip is far and away America’s — onnaise mixed satin smooth in a special Kraft 
favorite salad dressing. In food stores across beater. 
the country it outsells the next 20 leading brands Not too peppy, not too mild, creamy 
combined! smooth Miracle Whip has the favor millions 
There is a great difference in salad dressings. — agree is just-right! Such a dressing is sure to 
There has to be, to explain the overwhelming — please more of your customers...make more 
popularity of Miracle Whip. salad sales for you. 
Miracle Whip has a can’t-be-copied flavor. Give Miracle Whip a trial. Place an order 
It’s made by a secret recipe that combines the fora t-gallon jar or 3-gallon can with your 
qualities of zesty boiled dressing and fine may- jobber or Kraft salesman today. 


The Nation's Taste is your best Buying Guide 
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FRENCH...WITH OR WITHOUT THE TRUE MAYONNAISE AT ITS FINEST 
TOUCH OF GARLIC 


Kraft Mayonnaise is true mayonnaise because it is made 
Kraft French is the most widely popular re nch Dressing solely of fine salad oils and eggs, fragrant vinegar and 
ever created. A creamvy-thick dre ng, with a marvelous seasoning. Nothing else. Kraft is generous with the costly 
blend of seasonings. Smooth flavor that’s zippy yet mild salad oils to bring you mayonnaise that’s luxuriously 
Miracle French is tor the folks who like a hearty flavor. rich. Kraft insists on really choice ingredients, blends 
A clear dressing—seasoned the Parisian way with just them in just the right proportions for the most delightful 
the right touch of onion and garlic. flavor. And Kratt’s own special beater gives it a velvety 

smooth texture. Your customers will agree that Kraft 


Mayonnaise is true mayonnaise at its finest. 


BRAND NEW! THE ALL-PURPOSE SEA TWO MOST POPULAR MUSTARDS... 
ISLAND DRESSING AND NEW CREAM-STYLE HORSERADISH! 


Here’s a new and difterent specta/ dressing that’s made If youservea mild mustard—there’s Kraft Salad Mustard. 
a big hit in every market where it has been introduced. A top-quality mustard. Araft Horseradish mustard is 
Creamy rich. .. fine mayonnaise base. Breezy flavor... satin-smooth— perked up with just the right amount of 
lively seasoning, including garlic. Adds zip to salads, horseradish. And Kraft has the finest Aorseradish you can 
seafoods and sandwiches. Give Sea Island a try. Your rve Kratt Cream-Stv/e Horseradish! It’s fresh 
customers will comment on it. horseradish, ground fine, and blended just-so with fra- 
grant vinegar and pure cream. 





KR A FT Distributed direct and through service-minded jobbers everywhere BULK AND PORTION 


f mported and domestic) @ PASTEURIZED PROCESS CHEESES 

Foods Company Y  egeay cueess GRATED CHEESES © KRAFT KITCHEN FRESH MAYONNAISE 
INSTITUTIONAL IRACLE WHIP SALAD DRESSING © KRAFT FRENCH AND MIRACLE FRENCH 
DIVISION JRESSINGS @ CUISINE SALAD DRESSING © SEA ISLAND DRESSING @ MUSTARDS 


SALAD OIL @ PARKAY MARGARINE @ MALTED MILK 
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ediate importance to you 
HOSPITAL PHARMACIST 


In spite of the current spiral of inflationary costs, 
TEL-O-SEAL CONTAINERS your skill plus Fenwal Equipment and Technics can 
For LV. solutions. Permits rou- effect drastic reductions in the cost of intravenous 
tine sterility check during stor- solutions for your hospital. 


age period. Available in 350, 
500, 1000, 1500 and 2000 ml. 


sizes. 





FENWAL ASSURES SAFETY, 
ACCURACY AND CONVENIENCE 


Standardized equipment and technics which cover 
every phase of I.V. therapy; sterile water procedure; 
preparation of antibiotics in solution. 


Specially designed Pyrex Brand glass containers 
from 75 ml. to 3000 ml. Six practical sizes that accom- 
modate interchangeable hermetic seals. 


Reusable vacuum closures. 


POUR-O-VAC CONTAINERS Automatic washing and filling 


g equipment and acces- 


For sterile water and saline 
technics. Available in 350, 500, 
1000, 1500, 2000 and 3000 ml. 


sizes. 


sory apparatus. 


A background of 10 years of satisfactory operation 
in many leading hospitals throughout the world. 


FENWAL offers hospital pharmacists, by virtue 
of their scientifi. _raining, experience and position, 
the means of effecting substantial and immediate 
economies for affiliated hospitals ... and in addition 
... the opportunity to enhance the prestige of their 
pharmacy services. 











Heaoauarters FOR SCIENTIFIC 


GLASS BLOWING, LABORATORY 
AMP-0-VAC— AMO CLINICAL RESEARCH AP~ 


The Reusable Ampule PARATUS. REAGENT CHEMICALS 


Reduces the waste of novocaine 


© Fenwal representatives 
are equipped to assist 


vou in the selection, in- a 
and similar medications by per- 


of equipment best adapt- mitting periodic withdrawals as ORDER TODAY or write today 


Ae hg Sg re te required without exposing bal- for further information 
ance of contents to air. Con- 
requirements of your hos- 


pital. preg Aguada: eth as MACALASTER BICKNELL 


may be repeatedly sterilized. 
Available in 75 ml. size only. COMPANY 


43 Broadway Cambridge 39, Massachusetts 


stallation and operation 
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is the practical solution 
HERE to GLOVE SORTING / 


Now, with Matex Kwiksort gloves, mis- 
mating is a problem of the past. Glove 
sizes are permanently and indelibly 
marked in figures — that won't wear off, 
rub off, steam off, or fade off. 


In addition to permanent figures, each 
size is further identified by the design 
background; size 7 is a circle, size 72 a 
square, size 8 an oval. This design can be 
seen even when the glove is inside out. 


Those hospitals, that have cooperated 

with us in testing Kwiksort gloves, all claim 

that this identification plan speeds glove 
\ \ sorting and positively eliminates mismating. 
\ Your Matex Dealer can soon supply you 
\ } with Matex Kwiksort, smooth or derma- 
tized, or Massillon Latex (brown) Kwiksort. 


THE MASSILLON RUBBER CO. 
MASSILLON, OHIO 
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ANACAP 


_> 
y ways better than ever before 
* 


1. Greater tensile strength: One of the strongest silks ever created — 
smaller diameter sizes can be used everywhere to minimize trauma 


and foreign body reaction. 


Withstands repeated sterilization: New Anacap Silk can be boil- 
ed or autoclaved six separate times without appreciable change in 
either strength or texture. In laboratory tests almost the full original 


strength is maintained even after 234; hours of boiling. 


Laster to handle: Firmer, not limp, Anacap Silk speeds operative technic. 
Braided by a new method that minimizes “splintering” and “whisk- 
ering” it passes readily through tissues. The ease of handling Anacap 


makes it a “new experience” in silk suturing. 


fhsolute non -capitlarit) Having no wick-like action, new Anacap 
Silk is resistant to body fluids and will not spread an early localized 


infection if it occurs. 








Doubly economical: Low in original purchase price, new Anacap Silk 
is also low in individual suture cost because of its long steriliza- 


tion life. 


In sizes 6-0 to 5 on spools of 25 and 100 yards; sterile in tubes with 


and without D & G Atraumatic® needles attached. 


Vol. 78, No. 3, March 1952 








NEWS ABOUT A BAUER & BLACK PRODUCT 


ich 

of these two 
elastic bandages 
is truly elastic ? 


The bandage on the left is TENSOR 
—woven with live rubber threads 


The photo tells the story. Live rubber threads in Tensor 
make the difference. Tensor doesn’t depend merely on 
the weave of its fabric for elasticity 

Patients welcome greater mobility and comfort with 
Tensor. Firm, steady support where it's needed. Tensor 
stays put, retains proper pressure without frequent 
readjustment 

And Tensor stays elastic even after prolonged wear, 
stretching and laundering 

Isn't Tensor, then, your wisest possible investment 


in elastic bandages? 


TENSOR 


ELASTIC BANDAGES 


—woven with live rubber threads 


| (BAUER & BLACK) 


ot The Kendall C« 


TENSOR dep< 


thr 


CONVENTIONAL clus 


t 
AStI 


ity 


cant have 
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Your Glove Sorting 
Is Now Quicker 


and Easier 


Markings, "(ra 
vans, sUltgical Gloves 


It’s quick, it’s easy—it saves time and labor cost. 


7 ' € 
ee a AVA 
. _ Mees, gi 
> % in No Color Code to Memorize 





..7-1/2 7-1/2 7-1/2 7-1/2 7-1/2 7-1/2 —size is 


printed in a row clear across the cuff of the glove. No color code to memorize. It’s a strong 


reason to specify PIONEER gloves. 


Sticks out of any pile of gloves—highly visible. 
No extra charge for this new feature on Rollprufs 


And gloves pulled from the pile for pairing bring 
and other styles of Pioneer surgical gloves. 


other size markings into view. 


Rollprufs 
T of TPRCo, 
750 TIFFIN ROAD + WILLARD, OHIO 
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The Most Powerful 
Pressor Antidote for 


4 Levophed fatusion slowed 
ta 35 drops /min. 


Levophed discontmued 
W 





eo 


ee ee 








BLOOD PRESSURE 


Blood pressure 
unobtamable 





Me Levophed infusion 30 drops/min 


500 cc. whole blood 
500 cc. plasma 
1250 cc. 5% dextrose 


Levophed 
Laparotomy 
2 po Bart - 500 cc. whole blood 
100 drops /min 500 cc. plasma 
1000 cc 5% dextrose 


Bieod pressure unobtawable 


Blood pressure unobtainable 


MM Levophed infusion 30 drops /min 


RQ) 
LEVO k ce ED BRAND OF LEVO-ARTERENOL (NOR-EPINEPHRINE) 


Prompt, Prediclable, Reliable, Easily Controlled Hétion 


Clinical experience with Levophed has demonstrated 
the dramatic, often life-saving action of the drug. 


Levophed is indicated for the elevation and main- 
tenance of blood pressure during all stages of shock, 
including profound, advanced, prolonged and so- 
called “irreversible” shock, as well as other acute 
hypotensive states associated with surgical and non- 
surgical trauma, hemorrhage, disease and central 
vasomotor depression. 


SUPPLIED: Levophed solution 1:1000 in ampuls 
of 4 cc. (boxes of 10), to be administered in 
1000 cc. of infusion fluid. 


Write for pamphlet giving a detailed 
discussion of clinical experience with 
Levophed and its manner of use. 


New Yorn 18, N.Y. Winosor, Ont. 
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fees BY VIRTUE OF QUALITY 


Tica 






/ Ethicon’s exclusive processes of 

Tru-Gauging and Tru-Chromicizing catgut 

insure greater uniformity of gauge 

i strength and chrome distribution 

/ All Ethicon Sutures must meet the rigid 
Ethicon quality control requirements which 


are well above U. S. P. standards 


ETHICON SUTURE LABORATORIES INCORPOF 


NEW BRUNSWICK,N. J 





Se 


ETHICON 


ai0-S0 


Bio-sore 
preers axe 


r 


onan oes 


mes sane 
<THICON Ernico 


= gio-soR® 


yprecaution has not been taken unless, in addition 
er measures, BIO-SORB is used as a glove 
nt, for BIO-SORB completely eliminates glove 
fier adhesions—thus helping to reduce the likelihood of 
toperative complications. 


All published reports agree that talc as a glove lubricant 

is unsafe. The hazards inherent in its use are virtually 
impossible to eliminate, for implantation of tale may occur 

in many ways—from unwashed gloves, perforations in gloves, 
spillage onto sponges, instruments and suture material, 

and by the air-borne route. 


—™ - em * a-* 


BIO-SORB obviates these dangers 
because it 


minimizes intra-abdominal 
adhesions, formation of 
persistent sinuses and nodules 


in wounds 


avoids granulomatous tissue 
reactions which lead to 


adhesions 


Routine use of BIO-SORB in the 


glove preparation room eliminates 


the danger of pneumonokoniosis 
from talc 
cg 
POWDER 


BIO-SORB not only is safe, but is a more efficient glove lubricant 


Tale granulomas in myometrium. Identical fields, left under ordinary, right under polarized light 


than talc. BIO-SORB is convenient, economical 

BIO-SORB is readily sterilized by autoclaving. It does 

not produce deterioration of rubber gloves, and is readily adapted 
to all established OR technics 

BIO-SORB was developed in cooperation with 

National Starch Products, Inc 


Supplied: individual service packets, ready to autoclave 


5 pound cans 


ETHICON SUTURE LABORATORIES INCORPORATED 


Suture Laboratories at New Brunswick, N. J.; Chicago, Ill; Sao Paulo, Brazil; Sydney, Australia; Edinburgh, Scotland. 
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longer-lasting patient gowns that save money 


Thorough Research 
Makes Angelica First 
in Hospital Apparel 
Development 
Since 1878 


What do you look for in hospital apparel? Fine 
workmanship? Sturdy materials? Other money- 
saving features? You can depend on Angelica 
for all these. Each Angelica garment you buy, 
whether for the wards, surgery, dietary or main- 
tenance, reflects Angelica's 73 years of expe- 
rience in the hospital field. That's why over 
5,000 hospitals from coast to coast are look- 


ing to Angelica for all hospital apparel needs. 
You'll find Angelica patient gowns combine 
extra comfort with extra strength and dura- 
bility. A wide choice of materials includes 
Monte* Cloth, which has been proven 25% 
longer-lasting in hospital tests. 
If you are interested in lower apparel costs 


«+-call your Angelica representative today. 
*Reg. 


UNIFORM COMPANY 


1427 Olive, St. Louis 3 
107 W. 48th, New York 19 


177 N. Michigan, Chicago 4 


1101 S. Main, Los Angeles 15 


427 St. Fran¢eis Xavier St., Montreal 





BLODGETT PREPARES 


ZAU8 of all cooked foods 
OV YOUR MEM 


and at the 
same time! 





You can roast, bake and do general oven cookery 
in a Blodgett oven because of its flexibility and large 
capacity. Each section is separately controlled for 
proper heat. Foods requiring different temperatures 
are cooked in diferent decks at the same time; in one 
section, meat is roasted at low temperature, 300°F., 
thus preventing excess meat shrinkage and providing 
more servings per pound; in another, appetizing, high 
quality pies, muffins and biscuits can be baked at 
425 F.; while scalloped dishes, casseroles and meat 


pies are cooked in still another at 350 F. 


A Blodgett is continually producing for you because 
it can take care of as much as 70‘, of the cooked 
food items on your menu. Blodgett's rugged 
construction assures long life; its engineering ‘‘know- 
how" means uninterrupted service. A Blodgett gas- 
fired oven costs less to buy . . . less to 

install . . . less to maintain . . . uses less 


kitchen space . . . with lower fuel bills. 





the t. 8. 


BLODGETT 


50 LAKESIDE AVE. 
BURLINGTON, VT 


(0., INC. 





Tew “DI ET-MASTER” 


FOOD CONVEYOR 
FE compact unit for all foods 


Make your own inset arrangements to fit your needs. Simply 

arrange the various size rectangular and square insets to suit your 

selective menus. Note the two round wells for soups, etc., 

and the two heated drawers for bread and rolls. Other models 

available with additional round wells. 

Made entirely of heavy gauge STAINLESS STEEL, the Prometheus 

“DIET-MASTER"” is built for years of service. 
UNDERWRITER’S APPROVED. 


> 








Write for catalog of Prometheus Operating Lights, Ster- 
ilizers, Food Conveyors and other hospital equipment. 


LULL ALE 


eens Seemmenen & 208 @ Benen, | 
50 Webster Ave., New Rochelle, N. Y. 








In modernized laundry 
of James Lawrence Ker- 
nan Hospital, work is 
quickly washed sterile- 
clean in these two 
CASCADE Washers. Ex- 
cess water is then rap- 
idly and gently removed 
in Extractor at far 
right. 


Linens are beautifully 
ironed on RETRON Fiat- 
work lroner (right). Work 
not to be ironed is 
quickly fluff-dried in 
ZONE-AIR Tumbler (left). 


One operator neatly 
irons nurses’ uniforms 
and other garments on 
this push - button - oper- 
ated Press Unit. 
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hospital 
found 
the remedy 





With the many matters that each day cross the 
desk of a hospital administrator, the problem 
of Laundry Overload is sometimes overlooked. 
If left unchecked, L.O. can drastically impair 
the efficiency of any hospital, large or small. 


Laundry Overload is the result of added clean 
linen demands on present, inadequate laundry 
facilities, due to: 

e More rapid turnover of patients, necessi- 
tating more frequent complete change of linens. 
e Greater number of operations performed 
daily, requiring more linens and uniforms. 

e More of the hospital personnel now uni- 
formed. 

e Increased “out-patient” service, necessitating 
the use of more linens. 


Officials of 85-bed James Lawrence Kernan 
Hospital for Crippled Children, Baltimore, 
Md., found the remedy for L.O. when they 
called in an AmericAN Laundry Advisor. 
After a detailed survey of the Hospital’s clean 
linen requirements, he recommended moderni- 
zation of the laundry with equipment that 
would turn out more work faster at lower cost. 


Now L.O. no longer limits the Hospital's 
clean linen supply, and management reports 
better quality work, with less floor space used. 


Hospitals all over the world have found that 
AMERICAN-planned laundries reduce costs... 
require fewer operators ...shorten work hours 
...return linens to service faster... permit 
smaller linen inventory. 

Keep up with YOUR increased linen needs 
by modernizing your laundry with more pro- 
ductive, economical-to-operate AMERICAN 
equipment. WRITE ‘TODAY for the free 


services of an AMERICAN Laundry Advisor. 


Remember... 


Every Department of Your Hospital 
Depends on the Laundry. 


AM 


LAUNDRY MACHINERY CO. 


CINCINNATI 12, OHIO 








OPERATIONS 


PER PAIR!!! 


HAT, as you know, is the secret of reduced glove costs—the only answer to 


inflation—more wear from every pair of Surgeons’ gloves. Wiltex White or 


Wilco Brown Curved Finger Latex Gloves DO give you more operations per 


pair. Tests in leading hospitals over the country have proven this to be true. Wiltex 


has safely undergone over fifty sterilizations in these tests, while Wilco re 


mains in 


service even after thirty or more trips to the autoclave. This longer life naturally 


reduces the per-unit cost of these internationally famous gloves at each operation. 


The curved fingers, together with Wilson’s corrected hand styling, 
makes for greater comfort and less hand strain for the surgeon—fea- C 


tures that keep Wiltex and Wilco well to the top of the preferred list. 


Aj lien 


THE WORLD'S LARGEST EXCLUSIVE MANUFACTURERS OF RUBBER GLOVES 


CANTON - OHIO 


Kitp 
KEEP | 





Dawn 
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OXIFIER Avuniversal stand- 
OTe a al i ee a 
with regulator. 


Whatever Your requirements, cheese 


PURITAN HUMIDIFIERS 
for Oxygen Therapy 


® SAVE TIME FOR PERSONNEL 


Easily and quickly put into service, and 
nstant attention is not required 


e ASSURE PROPER HUMIDITY 
ither regular or extra-high 
HUMIDIFIER 2185 High effi- 


Units for « 

humidification therapy, as prescribed 
ciency at low cost. Use with 

most standard regulators. 


e SERVE WITH SAFETY FOR MANY YEARS 
Meticulously built of first quality ma- 
terials in strong, uncomplicated design 


uritan Compressed Gas Corporation 
CHICACO CINCINNATI ST PAUL DETROIT ST. Louis 
BOSTON NEW YORK DALLAS ATLANTA 
“Puritan Maid" Anesthetic, Therapeutic and Resuscitating Cases and Cas OXIUET For extra-high 
ncluding Equipment for Hospital Oxygen Piping Systems humidity. Complete with 
regulator. 


Therapy Equipment 
DEALERS IN 


KANSAS CITY 
BALTIMORE 


MOST PRINCIPAL CITIES 
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- The Name You Trust - 


Barnstead 


for PURE DISTILLED WATER 


SINCE 1878, leading hospitals everywhere have put their confi 
dence and trust in Barnstead for their Pure Water requirements 
For Barnstead Stills, noted for their scientifically correct design 
produce pure, sterile water, far above U.S.P. specifications with 
a minimum of cleaning and attention 

Barnstead Stills have set Pure Water standards throughout the 
world. With a Barnstead you can be sure of water of the highest 
purity water that is free from organic, inorganic solids, 
Resnaaie, pyrogens, and dissolved gases, for every exacting 
hospital need. 

And whether you require single, double or triple distillation . . . 
in the Laboratory, Pharmacy or Central Supply . . . Barnstead, 
with over 200 different sizes and styles, has the exact still to 
solve your particular Pure Distilled Water problem 


Write for Special Hospital Bulletin 2116, ‘Barnstead Stills, Espe 
cially Selected For Hospitols’’ It gives prices, dimensions, pipe 
sizes, capacities, fuel requirements and other helpful information 


TRADE MARE AEG. US PAT OFF. 


ATHASTCA cist in pure 


STILL & STERILIZER CO. 


THESE BARNSTEAD FEATURES 
ARE YOUR GUARANTEE OF THE 
PUREST DISTILLED WATER 


@ The famed Barnstead Condenser 
the only condenser that sep 
arates and expels gaseous impur 
ities. An important factor in 
hospital work 


Scientifically designed evaporators 
operating at low vapor velocity 
have ample steam disengaging 
space. Distillate cannot be contam 
inated by raw-water carry-over 
Spanish Prison Baffles remove 
minute entrainment and pyrogens 
Barnstead Stills stay on the job 
for months between cleanings 
Large clean-out opening makes 
cleaning eas) 


Water since 1878 


31 Lanesville Terrace, Forest Hills, Boston 31, Mass. 
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SS 


Intravenous infusion of 
ACTHAR requires but 1/5 
to 1/10 the dose given 
intramuscularly. Thera- 


ete 
peutic results have been by Intravenous Infusion 


excellent. 


e MAJOR ECONOMY @ RAPID RESPONSE 


The intravenous infusion of ACTHAR represents the most effective and 
economical method in initiating ACTH therapy, particularly in severe or 
imminently grave conditions. Indicated in acute sensitivity reactions such 
as drug or serum reactions, acute disseminated lupus erythematosus, 
pemphigus, most acute inflammatory diseases of the eye, adrenal corti- 
cal atrophy following prolonged or excessive adrenocortical substitu- 
tion therapy, and pre- and postoperatively in surgery of the adrenal 








gland. 

Twenty International Units of ACTHAR given over an eight-hour period 
provide activation of the adrenal cortex for approximately twenty-four 
hours, rapidly initiating therapy. As treatment continues, the dose can 
be decreased to as little as 5 1.U. a day. 


ACTHAR (lyophilized powder) is supplied in vials of 10,15, 25 and 40 1.U. 
*THE ARMOUR LABORATORIES BRAND OF ADRENOCORTICOTROPIC HORMONE (CORTICOTROPIN— ACTH) 


THE ARMOUR LABORATORIES 
CHICAGO 11, ILLINOIS 


—worbhdl -wide heprendablhily 


PHYSIOLOGIC THERAPEUTICS THROUGH BIORESEARCH 
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NOW, MORE THAN EVER, 


ALL FAVORITE CEREALS 
CORN 


FLAKES 
FASV OPEN: 
tie ei oom Wl, 
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with Kelloggs Great 
_ CERTIFICATE PLAN 


Thoucacl of Valuable Gifes 


Now . 


..in cases of Kellogg’s Individual Cereals ...a 


Dividend Certificate for you! Save them...and get...at no 
extra cost... your choice of wonderful, valuable gifts! 


YOu'’LL FIND famous brand name products... 
like Elgin watches... Ronson lighters... 
Oneida Sterling .. . Kodak cameras... G-E 
appliances ... Philco radios... and hundreds 
of others. 


HOW TO GET THEM? Easy! Just save your 
Kellogg Dividend Certificates, and when you 
collect the required amount, mail them in 
and we’ll send you your prize. 


WHATEVER YOU WANT IS HERE! Yours this easy 
way...costs you not a penny extra...a 


great added bonus for serving more Kellogg 
cereals! 


REMEMBER, the more you serve, the faster you 
earn prizes! Here’s a handy suggestion .. . 


Kellogg’s cereals are an economical, main- 
dish breakfast, and each individual package 
stays fresh and sanitary until opened. Ready 
to serve in a jiffy. Your patients will enjoy 
the flavor of Kellogg’s cereals and they’re 
nutritious, too. So be sure to include a Kellogg’s 
cereal on your breakfast trays. 


BUT DON’T WAIT ... do it now! 


“THE KELLOGG’S PRIZE POINT INDEX and the KELLOGG’S PRIZE CATALOG 
list the cases of Kellogg’s Individual Cereals in which you will find the 
Kellogg Dividend Certificates. They also show the exact number of prize 
points required to obtain the prize you select. You will find the Prize 
Point Index packaged in cases of Kellogg’s Individual Cereals. 

Ask your Kellogg salesman for your copy of the magnificent 64-page 
Kellogg’s Prize Catalog, crammed with exciting gifts, or write to: Kellogg’s 
Prize Headquarters, P. O. Box 8500-A, Chicago 77, Illinois. In this prize 
catalog you'll find hundreds of exciting items for restaurants, hotels, 
hospitals, institutions, and for the family, too! 


IT PAYS TO ORDER AND serve... AMeggs 


IN INDIVIDUAL PACKAGES 




















Vol. 78, No. 3, March 1952 

















How M i 
uch Washing Makes Paint WASHABLE? 
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WASHABILITY MACHINE 


Here is shown a Gardner ™ ash 
ability Machine in action in a P&l W. 
AS 
laboratory > 500 times an hour the HABLE, when applie i 
gently, once or ; <i d to some wall pair 
weighted sponge moves across the r twice. When appl paints, may mean 
pling Eggshell, it r saath cg ied to Pratt & Lambert Lyt-al 
; ° neans vigorously, time after tir f a _ 
me after tin 
ve. 


like a heavy hand 
nter records ea h In additio ; 
trok id yaint 1S udged by the why Lyt-all S z = its unusual durability, you'll fi 
stroke, and a pé judg! lex. a Stippling Eggshell is ideal ‘ » you find other reasons 
strokes required to Fe exceptional ? deal for mainte . 

t ally economical because it can be appl atenance needs. It is 

. 2€ a »p ied ap . 
ad stippled wi 
d with 


painted surface 


An automatic cou 


number of 
streaks of such substances as a roller ; 
applicator in one ope ates f 
ation! \t is re ; 
markably e ‘ . 
‘ effective 
¢ in 


move 
lipstick, shoe obscuri ‘a 

ing or “blotti , 

: tting out” 


ink, crayon, pencil, 
blacking and mercurochrome ireas i unsightly 
: areas 1n pli > Z y imperfec 
plaster. Lyt-all Stippling Eggshell I — and patched 
&i > may be used 
D on virtually 


ability to resist wear 


and by its iny 
‘ type of wall 
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, when it comes to color, you'll find 
2 ind a wide 


resulting trom 


1 selection ot mod >t ready-to- > r > se ) 
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the washing proce” if 
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The MODERN HOSPITAL 








Architect: FUGARD, BURT, WILKINSON & ORTH, Chicago, Ill. Architect: STANTON & HILLIER, Detroit, Mich. 
The August, 1951, selection as Modern Hospital of the Month Oakwood Hospital, Dearborn, Michigan was the September, 
was Memorial Hospital, St. Joseph-Benton Harbor, Michigan 1951, choice for Modern Hospital of the Month 


Architect: SCHMIDT, GARDEN & ERIKSON, Chicago, Ill. Architect: MAGNEY, TUSLER & SETTER, Minneapolis, Minn. 


October, 1951—St. Luke's Hospital, Saginaw, Michigan November, 1951—Variety Club Heart Hospital of the 
University of Minnesota Hospitals, Minneapolis, Minn. 
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Architect: ISADORE ROSENFIELD, New York, N.Y. Architect: JOHN W. MALONEY, Seattle , Wash. 
December, 1951— North Shore Hospital, Manhasset, L. I., New York. January, 1952—St. Joseph Hospital, Aberdeen, Wash. 
(Equipment specified ““NCG or equal”.) 


Six consecutive “Modern Hospitals of the Month” 
choose NCG oxygen piping equipment... 


The hospitals above are those chosen for six consecutive months as “The 
Modern Hospital of the Month” by Modern Hospital magazine. All six of 
these hospitals have chosen NCG equipment for their oxygen piping systems. 
Such unanimity of preference is no coincidence. An ever increasing number 
of leading hospitals, architects and builders regard NCG as the outstanding 
source for oxygen piping equipment. They like the completeness of the NCG 
line... its excellent design and construction...and the helpful assistance MEDICAL SERVICES MEDICAL DIVISION 
offered by NCG in the planning and installation of oxygen piping systems 


NCG’s experienced counsel on oxygen piping installations for hospitals ANY 
now in operation and new buildings in the blue-print stage, is available to NATIONAL CYLINDER GAS COMPAN 
840 N. MICHIGAN AVENUE - CHICAGO 11, ILLINOIS 


you without cost or obligation, Your inquiry will receive prompt attention 
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@ If you are planning a new hospital 
or modernizing an existing one 
you will do well to consider St. Charles 
casework, cabinets and counters, for two 


reasons 





First, their sturdy construction promises 
service far into the future. This built-in 
strength is the result of skillful engineer- 
ing and fabrication applied to the correct 
gauge of steel for each part of each unit, 
followed by a finishing process that offers 


great resistance tO wear 


Secondly, St. Charles hospital equipment 
gives you utmost flexibility in laying out a 


plan to meet the precise needs. Cabinets, 


with swinging or sliding doors, glazed or A Typical @ 
} 7 Delivery Room 

solid, are available in a wide range of 

standard widths and depths or may be con- 


structed to meet your specifications. Instru- 


ment and narcotics cases, blanket warmers, Send ¢ 

bed-pan, splint, and film viewing cabinets, on or 

are some of the specialized functional units Set q 
that can be made. One-piece counters of ST. CHARLES » 


varying materials are made to measure BOOKLET 
Shelving is made ina variety of dimensions A new, 8-page book- 


let gives details of 

Whether vou are fitting out a single room construction, dimen 
' sional data, and other 

or an entire hospital, we urge your careful iy SRR RAPES gt I ee 
St. Charles Hospital 
8 Inets Be sure 
and the probable savings you can gain that this helpful 
! in vour 

for it now! 


| 


} 
| 


consideration of the practical advantages 


from the selection of St. Charles Hospital 
Storage Equipment 


ST. CHARLES MANUFACTURING CO. 
HOSPITAL DIVISION (Dept. MH) 
ST. CHARLES ° ILLINOIS 


Floor-to-Ceiling 
Storage Shelving 


St hurler Hospital Storage Equipment 


CASEWORK @« SINKS AND COUNTERS ¢ SPECIAL PURPOSE UNITS 
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PRESCO{eacéor- 2a SCREEN 
HAS all THE FEATURES! 


Lightweight ¢ The lightest all-purpose hospital 
screen ever designed — only 414 pounds! So easy to 
lift or move or store. 

Stardy ¢ One-piece tubular aluminum frame, 
anodized for lifetime satin finish. Glider base plus 
self-locking hinges make this screen virtually tip- 
proof. 

Easily Maintained ¢ Panels of durable Good- 
year Vinyl require no laundering. They can be 
cleaned in a jiffy with light germicidal solution— 
without removing from frame. “Snap-out” curtain 
rods permit split-second replacement of panels. 

Eye Appeal ¢ Beautiful Viny! panels in a vari- 
ety of cheerful colors— blue-gray, pastel rose, pastel 
green, or white. Also, a new nursery design with 
gay circus characters. Satin-finish aluminum frame. 
Flexibility « Exclusive design provides extreme- 


ly compact folding. Can be used as either 2 or 








3 panel screen. 

Easily Stored ¢ Folds to only 1!" thickness. 
Requires an absolute minimum of storage space. 

Low Cost ¢ Compare this pRESCO feather-lite 

Screen, feature for feature, with any other. Then 
compare costs. The PRESCO Screen, complete with 
Vinyl! panels—only $39.50! Extra screen panels, 
$2.00 each. (Without panels, $36.00 ) 

Write for swatches which show the true beauty of 
these Vinyl panels. Address PRESCO COMPANY, 
INC., Hendersonville, N. C. 


p , ‘ ‘ 
RESCO provides positive 


ICKOTRERITRLEK Me identification... 
System easier and quicker! 


, HAN ey 
WA > 
. \ CN é e For both baby and adult patient identification, 
the PRESCO SYSTEM provides positive identification 


with minimum preparation and application time. 
Soft, pliable plastic bracelet (pink, blue, or white ) 
slipped around wrist or ankle. Won’t come off until 
cut off. Paying for itself in hundreds of hospitals. 


Write for Free Samples § 
and the complete story. 

Address PRESCO COMPANY, INC., 
Hendersonville, N. C. 


for Ord: A. S. ALOE COMPANY MEINECKE & COMPANY, INC. 
1831 Olive $t., St. Louis 3, Missouri 225 Varick St., New York 14, New York 
contact any one 
of these AMERICAN HOSPITAL SUPPLY WILL ROSS, INC. 
Distribut CORPORATION 4285 N. Port Washington Rd. 
2020 Ridge Ave., Evanston, Illinois Milwaukee 12, Wisconsin 


ee 
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SERVICE FOR 1000 
Bottles per day 
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Courtesy Elizabeth Stee! Magee Hospital 


SERVICE FOR 400 
Bottles per day 
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tHe Large 


HOSPITAL 

requires unusual facilities and 
special refinements to efficiently 
produce safe formulas for a large 


‘>> 
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number of infants. 
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Courtesy Shadyside Hospital 








tue uerage = — 4. Yeny Small 


HOSPITAL 
HOSPITAL 

_ ea aengeme — we is frequently unable to allocate suf- 
nas “ “clean-up and ficient space for the preferred two- 
“preparation” areas. Operating room (segregated) plan. This plan 
efficiency and safety are depend- is typical of a small formula room 
ent upon proper arrangement designed to operate with efficiency 
of counttrs, cabinets, sinks and and safety under competent 
essential sterilizing equipment. supervision. 


Consult American Sterilizer Company's Milk Formula 

Planning Department. May we send an experienced engineer, 
or give you preliminary data by mail? Write 
Department HA-3. 


AMERICAN STERILIZER COMPANY 














Erie, Pennsylvania 


DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 
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HOW TO FIGHT 


IN THE NURSERY 


BASSINET 
Complete isolation with individ- 


ual telescoping dressing table, 
bath, medicant and linen storage 


Improved Individual Care — 

All the baby’s needs in one unit provides 
greater asepsis and less handling and 
movement of the infant. 


Increased Nursery Efficiency — 
The stainless steel topped dressing table - | OPERATING TABLES 
and storage cabinet rolls in and out from ‘ OBSTETRIC TABLES 
under the basket to save time and motion. STAINLESS STEEL 
GC N C . OPERATING ROOM 
zreater Nursery Capacity — EQUIPMENT 
Compactly constructed (42" high x 20” wr coraienamaete of NURSERY EQUIPMENT 
wide x 31” high) the Hummel Bassinet e Gamptete Line of 
helps to provide more usable space in Physicians’ and Hospital HOSPITAL CARTS 
the nursery. Equipment NURSES STATION 
. EQUIPMENT 
Look to Shampaine for All Your Bassinet Requirements —in ss AUTOPSY ROOM 
Standard Models or Specially Built To Your Specifications. EQUIPMENT 
eeereeereereeeeeeeeeeeeeeeee a 
PHYSICIANS’ EXAM 
INING ROOM 
SHAMPAINE COMPANY, DEPT. FURNITURE 
1920 South Jefferson Avenue 
St. Louis 4, Missouri 


RECEPTION ROOM 
FURNITURE 
HOSPITAL CABINET 
AND CASEWORK 
LABORATORY 
FURNITURE 


Please send me complete information on Shampaine 
Bassinets 


My dealer is 
Name 


Address 
City _Zone___ State 


Sold by Surgical and Hospital Supply Dealers Everywhere 
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Fair Trade Act 


Question: Do the provisions of the Fair 
Trade Practice Act of the federal government 
cover purchases of equipment and supplies by 
hospitals? —B.H.T., Ill. 


ANSWER: The following quotation 
from P.L. 550 seems to indicate clearly 
that hospitals are not bound in their 
purchases by provisions of the Fair 
Trade Practice Act: “To amend Public 
Law 692, 74th Congress, Second Ses- 
sion, be it enacted by the Senate and 
House of Representatives of the United 
States of America in Congress assem- 
bled, that nothing in the act approved 
June 19, 1936 ( Public Law No. 692, 74th 
Congress, Second Session) known as the 
Robinson Patman Anti-Discrimination 
Act shall apply to purchases of their 
supplies for their own use by schools, 
colleges, universities, public libraries, 
churches, hospitals and charitable insti- 
tutions not operated for a profi..” This 
act was approved May 26, 1938.—E. W. 
JONES 


Hospital Pharmacists Needed 


Question: May | have your opinion as to 
how many pharmacists should be employed 
in a hospital pharmacy on the basis of the 
bed capacity of the hospital? —S.B., Wyo. 
difficult to give any 


really reliable guide as to just how many 


Answer: It 1s 


hospital beds can be properly serviced by 
one pharmacist. So many things enter 
into the situation. As an example: Does 
the hospital have an active outpatient 
clinic for poor people and does it have 
an active pay outpatient clinic? If such 
clinics are in operation the volume of 
work in the pharmacy for outpatients 
might exceed the volume of work for 
inpatients 

Many people who have studied this 
problem over a long period of time feel 
that a hospital with only 75 to 100 beds 
cannot afford to be the full- 
time services of a qualified pharmacist. 


without 


As a general rule these small hospitals, 
have an extremely active 
and high volume 
could not keep a pharmacist busy all of 


is felt that the 


unless they 


outpatient clinic, 
the time. However, it 
pharmacist could’ take on such other 
as purchasing or chief of the 
storeroom so that time would be 
well occupied. A pharmacist in a hos- 
75 to 100 beds, combining a 


duties 
his 


pital of 
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Small Hospital Questions 


few other duties with his pharmaceutical 
job, probably could repay the hospital 
many times over, even though he is 
paid a good adequate salary. The sav- 
ings inherent in having a pharmacist 
in a hospital are great. 

One pharmacy in a hospital of about 
500 beds with an outpatient visit vol- 
ume of about 150 a day has three full- 
time pharmacists who are kept very 
busy. 

Standard plans have been developed 
for hospital pharmacies of 50, 100 and 
200 bed general hospitals by the Divi- 
sion of Hospital Facilities, U.S. Public 
Health Service. These plans were 
worked out in cooperation with the 
American Pharmaceutical Association 
and the American Society of Hospital 
Pharmacists. They were printed in the 
Bulletin of the American Society of 
Hospital Pharmacists in January and 
February, and May and June of 1950. 
Reprints are available from the Division 
of Hospital Facilities, Public Health 
Service. This same pamphlet contains 
the minimum standards for pharmacies 
in hospitals—E. W. JONEs. 


Approves Laboratory Charge 


Question: If our hospital adopts the policy 
of having certain procedures, such as a Was- 
sermann, a Kahn test or chest x-ray test, per- 
formed for all patients, is it proper to make 
a charge for the procedure which the patient 
did not choose himself?—D.C., Mo. 

Answer: It certainly is. Such routine 
testing programs are undertaken for the 
benefit of the whole community, and 
importantly, for the benefit of the in- 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala., William B. Sweeney, Wind- 
Community Memorial Hos- 


Willimantic, Conn.; A. A. 


ham 
pital, 
Aita, San Antonio Community 
Upland, Calif.; 


Fisher, Thayer Hospital, Waterville, 


Hospital, Pearl 


Maine, and others. 











dividual patient for whom the diagnostic 
procedures are conducted, so it is per- 
fectly proper for him to pay for it. 
Few hospitals could undertake such pro- 
grams if they were required to bear the 
entire cost themselves. The fact that the 
patient did not himself elect the pro- 
cedure is not particularly important. The 
hospital patient never picks and chooses 
the services he will receive from among 
all those offered at the hospital. This 
is done for him by the attending physi- 
cian, who may then explain to the pa- 
tient what is being done and why and 
how much it will Precisely the 
same procedure may be followed in con- 
nection with routine Wassermann or 
chest x-ray tests. The patient will look 
to his doctor for an explanation of what 
is being done and why. 


cost. 


Where G.P. Fits In 


Question: In a hospital medical staff com- 
posed predominantly of certified specialists, 
what is the réle of the general practitioner? 
—VJ.P.R., N.C. 

ANSWER: More and more hospitals 
today are organizing separate depart- 
ments of general practice within the 
medical staff. Usually members of the 
general practice department of the staff 
confine their work to internal medicine, 
normal obstetrics, some minor surgery, 
and, of course, emergency surgery when 
necessary. The precise limits imposed 
on members of the general practice de- 
partment in obstetrics and surgery vary 
from hospital to hospital. One hospital, 
for example, defines the work of the 
general practitioner as follows: “It is 
expected that the work of the general 
practitioner in the hospital will be 
in the fields of obstetrics and internal 
medicine. In obstetrics the general 
practitioner may apply low forceps and 
do an episiotomy where indicated; how- 
ever, Cases which require more com- 
plicated and extensive procedures than 
the above must be referred to a member 
of the obstetrical staff. In the field of 
internal medicine the general practition- 
er must call in consultation a member 
of the department of internal medicine 
on all cases which are not a good risk, 
with the case remaining under the super- 
vision of the consultant until the danger 
point is passed.” 








SHINES IN MINUTES...LASTS FOR WEEKS! 


STANDARD Liquid Wax (formerly SEmpAC Flor-Glaze). Recommended for lino- 
leum, rubber tile, composition, hardwood floors. Easily applied with mop or 
pad. No buffing. Lasts many weeks, holds its gloss and resists scratching under 
heaviest traffic. Meets Underwriters’ Laboratories non-slip requirements. 
STANDARD Penetrating Sealer (Heavy Duty). Penetrates pores of wood, seals 
with hard waterproof gums and oils. Forms non-slip, non-gloss surface. Excel- 
lent base for wax. Approved by Maple Flooring Mfrs. Assn. Meets Under- 
writers’ Laboratories non-slip requirements. STANDARD Super Finish (Gym Fin- 
ish). Gives high-gloss finish to gym and other wood floors. Tough, durable, resists 
rubber markings. Approved by Maple Flooring Mfrs. Assn. Meets Underwriters’ 
Laboratories non-slip requirements. STANDARD Liquid Gloss (formerly SEMDAC 
Liquid Gloss). Cleans and polishes furniture and woodwork in one operation. 


Also preserves unfinished floors, holds down germ-laden dust. Underwriters’ 


Laboratories listed fire-safe. All four available in quantities up to full barrels. 


48 





FOR FURNITURE, WOODWORK 


Standard floor maintenance products (and 
insecticides) are available for immediate de- 
livery from over 3900 points in the Midwest 
See your Standard Oil Sales Representative 
today! If yours is a special problem, call your 


nearest sales office (below) 


STANDARD OIL COMPANY 
(Indiana) 
Chicago + Decatur «+ Peoria + Joliet + Evans- 
ville + Indianapolis + South Bend «+ Detroit 
Grand Rapids + Saginaw + Duluth + Mankato 
Minneapolis + Green Bay + La Crosse + Mil 
waukee « Des Moines + Mason City « St. Louis 
St. Joseph + Kansas City * Wichita « Omaha 
Denver «+ Cheyenne « Billings + Huron « Fargo 
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for strength... beauty ...long service 


The Wisconsin Board of Regents ot 
State Colleges recently selected Simmons 
metal furniture tor six dormitories 

Hospital administrators also, looking 
for durability with beauty, specify Simmons 
when furnishing internes’ and nurses’ 
residences as well as hospital rooms 

The wide color scheme range ot 
Simmons metal furniture makes many at- 
tractive decorative treatments possible. In 
the room above, Dove Green and Gray 


furniture blends pertectly with the colortul 


CONTRACT DIVISION 


Simmons Company 


setting. And to the beauty of Simmons 
furniture add: 

DURABILITY—Simmons fireproot steel 
furniture is welded into rigid units that 
dety abuse. Cases are soundproof. Drawers 
slide on wooden guides and are secured 
against dropping by noiseless rubber 
stops. 

EASY MAINTENANCE—Low upkeep 
cost is assured by the smooth. baked-on 
Simfast finish that whisks clean with a 


damp cloth 


DISPLAY ROOMS 


Chicago 54, Merchandise Mart 
New York 16, One Park Ave 
San Francisco 11, 295 Bay St 
Atlanta 1, 353 Jones Ave. N. W 


Large illustration: Dormitory Room No. 
158 with its compactly designed Duet 
Desk F-142-21. Each student has own 
drawer and book shelves. Other pieces 
are: Chest F-142-24, with Mirror FM-42; 
Chairs F-711, Arm Chair F-762; Night 
Table F-142-14. Below: Single Desk 
F-142-11. 


Mie 


Desk F-142-11. 











WALTER BUTLER COMPANY 


ARCHITECTS +¢ ENGINEERS © CONSTRUCTION MANAGERS 


\ cctulsts in Flausttel Deu ‘ft, 
~Jpecta ists Sa « os vila eStgGn ane onstruction 
/ / ij 


ST. JOSEPH’S HOSPITAL ST. JOSEPH’S HOSPITAL 


Hancock, Michigan Concordia, Kansas 











MOUNT CARMEL MERCY HOSPITAL MARYMOUNT HOSPITAL 
Detroit, Michigen Cleveland, Ohio 


Experience OVER 75 YEARS IN HOSPITAL DESIGN AND BUILD!NG. 
Responsibility OVER $500,000,000 SUCCESSFULLY COMPLETED WORK. 


Economy REALIZED BY COORDINATION OF SERVICES UNDER OUR 
ORGANIZATION AS WELL AS RAPID TIME SCHEDULE OF WORK. 


Satisfaction ATTESTED BY THE MANY COMPLETED PROJECTS AS WELL AS THOSE IT 
IS OUR PRIVILEGE TO HAVE UNDER WAY AT THE PRESENT TIME. 


ARCHITECTURAL « ENGINEERING * CONSTRUCTION « FINANCING 


SAINT PAUL WASHINGTON 











OPERATING ROOM SAFETY 


After a two-year investigation, experts of the U.S. Bureau 
of Mines have concluded that operating rooms and other 
anesthetizing areas in hospitals are frighteningly hazardous 
and that hospitals generally aren’t too interested in pre- 
venting explosions. 


Findings and conclusions, presented in formal but blunt 
phraseology, appear in a document titled “Static Electricity 
in Hospital Operating Suites and Direct and Related Haz- 
ards and Pertinent Remedies.” For those who want to read 
all the documented evidence, the report may be obtained 
without cost by writing U.S. Bureau of Mines, 4800 Forbes 
Street, Pittsburgh 13. It was released in Washington by the 
Department of the Interior, under which the Bureau of 
Mines operates. 


The Bureau of Mines was invited to make the survey be- 
cause for years it has been active in investigating static 
electricity hazards and promoting safety measures in mines. 


After testing equipment was purchased or constructed, 
the survey staff investigated 14 hospitals in central-eastern 
United States. Subsequently confidential questionnaires were 
sent to an additional 50 hospitals. Authors of the report 
are convinced these are a representative cross section of 
American hospitals. 


The report rapidly comes to this conclusion: “There is 
probably no combination of equipment and personnel activ- 
ity anywhere more liable to produce casual, dangerous 
charges of static electricity than that found at present in the 
anesthetizing areas of most hospitals. ... The danger is real 
and should be considered seriously. To reduce the hazard to 
the minimum, major changes are needed in most hospitals.” 


Study of literature on the subject convinced bureau experts 
there has been no lack of factual information on operating 
room hazards. Why, then, haven't hospitals adopted more 
of the recognized safety measures? A number of reasons are 
advanced. First, many of the excellent papers on static elec- 
tricity dangers probably were not circulated sufficiently to 
bring them to the attention of enough hospital administrators. 
Also, many of the recommended materials have not been 
available in adequate quantities. Even making allowance for 
these factors, authors of the report believe a large measure 
of responsibility must be placed on hospital administration. 
They declare: “It appears that very few hospitals have made 
a studied and continued effort to apply the remedies effec- 
tively... . Further reason for lack of application may have 
been that even though the needed materials could have been 
provided in greater quantity, the cost seemed prohibitive, 
and the prospect of tearing operating rooms and suites apart 
for installation was not pleasant to contemplate. No doubt 
the ratio of explosion casualties to those of other types or to 
total number of operations was regarded by many as not 


impressive.” 


As minimum protection, hospitals are urged to carry 
out the following 10 recommendations: 


1. Wool blankets, plastic sheets and most of the usual 
synthetic fabric materials should not be used around anes- 
thetic gas equipment or patients anesthetized with com- ° 
bustible gas mixtures. 


2. Conductive rubber mattresses, pads and pillows should 
be substituted for the ordinary variety as soon as they are 
available. (Conductive substances pass on electricity before 


charges can be built up to the sparking point.) 


3. Conductive shoes should be worn by all personnel 
working around combustible anesthetics or anesthetized 


patients, 

4. Conductive rubber breathing tubes, masks and bags 
should be installed on existing anesthesia machines as soon 
as they can be obtained and should be standard equipment 
on all new machines. 


5. Conductive floors should be installed in all operating 
and delivery rooms and in other rooms where combustible 
anesthetics are administered. 


6. Stools with smooth, rounded feet and bare-metal tops 
are the most satisfactory and should be used. 


7. Nonconductive casters, tires and stool-leg tips should 
be replaced by conductive rubber or other suitable material 
on all equipment in the danger areas. 


8. Outer garments of wool, silk or synthetic materials, 
such as rayon, nylon, orlon, should be prohibited in anes- 
thetizing locations. ‘ ‘ 


9. Receptacles and plugs that cannot be pulled apart acci- 
dentally should be installed where needed. 


10. A suitable measuring instrument should be installed 
in a convenient and safe place for testing the conductivity of 
shoes of all persons entering areas where explosive gaseous 
anesthetics are administered. 


These recommendations are called “pertinent, practical 
and essential.” The survey was directed by P. G. Guest, an 
electrical engineer; V. W. Sikora, a physical science. aide, 
and Bernard Lewis, a physical chemist, all long-time em- 
ployes of the Bureau of Mines. 


CONSTRUCTION AND SUPPLIES 


Federal hospital construction officials still are holding their 
ground against a proposed restriction which would vastly 
complicate hospital building. The proposal is virtually to 
eliminate the use of brass and copper in hospital specialty 
plumbing and equipment such as oxygen systems. So far, 
hospital officials have argued successfully that this type of 
brass and copper equipment is essential if a hospital is to 
meet modern standards. The subject came up at the last 
meeting of the National Production Authority's advisory 








committee on construction, which finally tabled the plan— 
at least for the time being. 


However, it’s recognized now that copper and brass short- 
ages are something that will have to be lived with for several 
more years. Allocations now are sufficient to meet about 
two-thirds of what are considered “worthy needs” of hos- 
pitals. Copper brass mill products present the most acute 
problem. Under some climatic conditions, galvanized steel 
may be used in place of these items, but in others the copper- 
brass fixtures are required. 


Generai hospital supplies—professional furniture, operat- 
ing room equipment, beds, instruments—still are available 
in necessary amounts, but a tightening situation is expected 
toward the end of the year. By then heavy purchasing by 
the military services and Civil Defense Administration will 
be eating into the normal civilian supplies. 


If Congress follows President Truman’s lead, it will ap- 
propriate money for construction and possible operation of 
hospitals under the community facilities provision of the 
Defense Housing Act. Although this was not covered in the 
regular budget, Mr. Truman has asked Congress to appro- 
priate $25,700,000 for hospital and health center construction 
and for providing recreational facilities. At this writing the 
figure has not been broken down as between health and 
recreation. To be eligible a community must officially be 
proclaimed as a critical defense area, 


The Sterilizer Industry Advisory Committee of N.P.A. 
has been effecting economies in scarce nickel and copper 
through voluntary efforts. The committee is proud of its 
record—but it doesn’t think the military departments de- 
serve much credit for their showing. Urged on by the 
committee, manufacturers have been substituting monel 
metal for nickel-clad steel, stainless steel for monel or alloy 
castings for copper castings. 


Meanwhile, according to the committee, the military is 
wasting stainless steel by requiring its use for sterilizer 
stands. Committee members said these specifications boost 
the cost of the unit, delay deliveries. Armed forces spokes 
men claim the longer life expectancy of stainless steel justifies 
the extra expense. They also regard the $70 saving on a 
stand supporting a $1200 sterilizer as negligible. 


PRICE NOTES 


Price of surgical catgut sutures {absorbable sutures) will 
go up an average of about 7 per cent at both manufacturing 
and retail levels. The rise follows price increases allowed 
on raw material several months ago. . . . Pharmaceutical 
manufacturers are complaining about cost increases for labor 
and such items as glass ampules and corrugated containers, 
but they informed the Office of Price Stabilization that they 
were willing to remain under the general ceiling price regu 
lation for the time being. They said current prices generally 
are at the legal ceilings, with the exception of some anti- 
biotics, which are lower. . . . Cast brass plumbing fixture 
manufacturers report their price picture is seriously dis 
torted both among products and companies. They probably 
will ask for an industry-wide price adjustment. . . . Manu 
facturers of glass prescription ware who have not raised their 
prices in more than a year and a half may adjust them 
upward to bring them in line with prices prevailing in the 
industry. O.P.S. acted to relieve several manufacturers who 


voluntarily withheld scheduled price increases in January 
1951, only to have their old prices frozen by the general 
price regulations. 


OLD FOLKS FOR FREE 

Speaking at the University of North Carolina, Federal 
Security Administrator Oscar Ewing made it plain he will 
continue to agitate for his plan of free-hospitalization-at-65. 
“We could,” he said, “add this hospitalization benefit to 
social security by next year, and do it without any increase 
in the present wage deductions.” Under the plan, all per- 
sons 65 or over who were entitled to social security benefits, 
plus certain categories of dependents, would be allowed 60 
days of free hospitalization each year. Mr. Ewing announced 
the idea last June, saying then that legislation to put it into 
effect would be offered shortly. At this writing no bill on 
the subject has been offered in either House or Senate. 


NATIONAL COMMISSION 


Undeterred by criticism from American Medical Associa- 
tion and some congressmen, Dr. Paul Magnuson is moving 
rapidly ahead with his survey of the nation’s health prob- 
lems. His Commission on the Health Needs of the Nation, 
holding its second meeting in Washington, received a broad 
picture of what the federal government provides in the way 
of health programs. 


Surgeon General Leonard A. Scheele explained what U.S. 
Public Health Service is contributing in the way of service 
to government employes and wards, and outlined some of 
P.H.S. efforts in research and control programs. 


Fred A. McNamara, chief of the hospital section, Bureau 
of the Budget, told what government health programs were 
costing and discussed some of the financial problems. 


Dr. Howard A. Rusk, whose committee advises Defense 
Department, Selective Service and Office of Defense Mobili- 
zation, discussed personnel health resources. 


The commission, scheduled to complete its work in about 
a year, may start releasing some of its findings and conclu 
sions before the entire task has been completed. 


DOCTOR DRAFT 


A dropping off in volunteering by Priority I physicians 
indicates that a showdown on the doctor draft law may 
come this spring, possibly in a month or so. Unless more 
young Priority I men join the reserves, Defense Department 
is prepared to ask Selective Service for the mandatory induc 
tion of several hundred of them. More than a year and 
a half after passage of the law, about 1000 Priority I men 
still have not joined the reserves. It is this group Defense 
Department and the Rusk committee want to get in 
uniform, before reserves:are called from Priorities II and III. 


Meanwhile, hospitals again are cautioned by Dr. Rusk’s 
committee (National Advisory Committee to Selective Serv- 
ice) to select physicians for residencies in the reverse order 
of their priority standing. They are cautioned to accept none 
from Priority I, “except under very exceptional circumstances 
and probably in no instance except where there is a question 
of servicing an isolated community hospital.” 
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Uphill Work 


HOspPITAI 


art that is practiced by earnest, intel- 


PUBLIC RELATIONS is an 
ligent, articulate men and women who 


strive energetically to make people 
understand and like hospitals better, 
undaunted by the fact that the task is 
practically impossible on the face of it 
Neither the warmest greeting nor the 
coolest logic can alter the basic cir- 
cumstance that hospital patients are 
sick and their families are anxious and 
the whole experience is likely to take 
on the quality of an expensive night- 
distant Switzerland last 


mare. From 


month came evidence that even the 


initiate are victims of the fear that 
makes hospital public relations uphill 


work I 


to end my life 


wish that I may be granted 
at home and not in the 
Henry | 


historian, 


hospital,” Dr Sigerist, the 


great medical wrote from 


his home in the Swiss countryside. “I 
have a horror of the hospital, that 


blend of penitentiary and_ third-class 
hotel Dr 


the kind of pique that hospital people 


Sigerist said, displaying 
are accustomed to encounter in stran 
gers but may be jolted to find in a 
long-time member of the Johns Hop- 
kins medical faculty 

Of course, we need hospitals and 
we must be grateful that there are so 
ones,’ Dr. Sigerist 


many excellent 


grudgingly acknowledged. “Many ex- 
aminations and treatments are impos- 
sible or at least very difficult outside 
of a hospital. But it is a dreary place, 


nevertheless, with its sterile-looking 
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rooms, bare walls, high beds, and the 
necessary but rigid routine that makes 
it so difhcule to rest. The rooms are 
obviously not made to live in but to 
be treated in, and even the flowers 
that friends so kindly send us rarely 
succeed in brightening the room be- 
cause they are no organic part of it 
and rather give it the appearance of a 
funeral parlor. How 


is to be sick at home where we have 


much nicer it 


our books, where the cat takes the 
place of a hot-water bottle, and where 
we may count on a decent cup of tea 

Hospital administrators and their 
public relations advisers can easily 
shrug this off as the carping of a 
cantankerous critic and comfort them- 
selves with fond thoughts of pastel 
walls, chintz curtains, high-low beds 
innovations Dr. Sigerist 


and other 


doesn't know about. But they may be 
missing the point if they do. The 
point is that sickness and reason don't 
go together. The hospital patient sees 
and hears dimly, through a fog of 


anxiety which darkens the color, flat- 


tens the taste, and gives the pleasantest 
words an ominous overtone. Like a 
frightened child who turns his face 
to the wall and remains inconsolable 
as distraught parents offer soothing 
gifts, the hospital patient turns his 
mind to the wall, and neither chintz 
nor cheer nor brightly written word 
will wholly win him back to light 
Like healing and hospital administra- 
tion, hospital public relations is a stern 
discipline, to be practiced successfully 
only by those whose perception is 


keen and whose faith is strong. 


Three Steps Closer 

IT IS AN ELOQUENT COMMENT on 
our society that Christ's simple ad- 
monition, “Do good,’ has become a 
term of opprobrium. Those who strug- 
gle toward distant, visionary goals, 
trying to do good in a practical world, 
are accustomed to being ignored, ridi- 
culed and even hated for their pains. 
Eventually, they learn not to writhe 
when they meet the most frustrating 
of all 
Yes, but this isn’t the right time!” 


responses to their strictures 
the comfortable salve with which in- 
action eases its Conscience 

Expecting only the hard boot of 
indifference or scorn, the do-gooder 
is thus understandably overjoyed to 
get an encouraging boost instead. As 
long-standing members of the Fuzzy 
Minded Idealists, Negro Medical Care 
Division, we were immeasurably 
cheered last month by three events 


which quickly erased the memory of 
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Hos 
pital Council of Greater New York 


past discouragements. First, the 
published a report recommending that 
All hospitals make available oppor 
tunities for statt appointments in w ard 
and outpatient services and _ private 
patient privileges for Negro physicians 
for whom these opportunities are now 
exclusively for 


limited Hospitals 


Negro physicians are not recom 
mended, the council said 

Shortly after this report appeared, 
the New York County Medical So- 
ciety approved a resolution deploring 
discrimination against, or lack of op 
portunity for, the Negro doctor,” and 
urging hospitals to extend staff privi 
leges to qualified Negro physicians 
the Bulletin 
of Chi 


cago, a body of impeccable scientific 


At about the same time 


of the Institute of Medicine 
standing, took troubled editorial note 
of the lack of professional justice for 
the Negro physician 

The goal is still distant, perhaps 
but we have moved three steps closer 
to it, and the path is not as lonely as 
it has been. In a culture based on the 
teaching of Christ, exclusion of the 
Negro is surely a symptom of psychic 
professing to be 


weakness. A society 


lieve the dictum “Thou shalt love thy 


neighbor as thyself” but indulging in 


hatred instead, it seems to us, is a so 
ciety that could fly apart at any time 
good is the 


If this is so, doing only 


safe course to follow, and the idealist 


is the only truly practical man 


Wholly Roller 


ADMINISTRATOR—by 


A HOSPITAI 
common acknowledgement one of the 
best in the business—was explaining 
the requirements of his job to a friend 


You 


to know so much,” he 


don't have 


We 


is department heads in 


not long ago really 


said have 
good people 
food 


ment purchasing enginecring and sO 


nursing service, othce manage 


on. They run the place 
Whar I 


idministrator 


have to do mostly the 


went on, “is get along 
with the doctors and keep them happy 
trustees and 


happy, and get 


and get along with the 


them ilong 


keep 
with the women’s auxiliary and keep 


them happy. Actually,” he concluded 


thoughtfully, “the job is just dign 


fied form of log rolling 
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Lesson 


IN PURSUIT OF a far-off literary 


goal, we had lunch the other day with 
the director of nursing at a large city 
hospital, a woman who turned out to 


be astonishingly relaxed, considering 


the size and nature of her responsi- 


bilities. For an hour or more, the con 


versation yawed aimlessly around 


sometimes touching hospital and 


nursing subjects, sometimes veering 


as far off course as women’s clothes 


and snow shoveling 

During one inshore tack, we asked 
our friend if she had a problem of 
student nurse recruitment at her hos 
pital. Not particularly, she said; their 


had 


right 


classes been 


full 


thc ugh ot course 


along, 


it had taken some 
doing. What kind 
had 


such 


of publicity 
produced 
solid 


wanted to 


results, we 


know, 





at a time when 


nursing Class 
ooms elsewhere 
were pockmarked 
with empty seats’ 
We emphasize the fact that nurs 


make a 


our nurse said. “I can't under 


ing is a good way to good 


living, 


{ 


stand why so many nursing and 


hospital people think nurses are under 
paid. The tact is that they're well paid, 


compared to 


most other jobs. Girls 
who go to nursing schools are usually 
trom families with modest or low in 
they d go to finish 


comes—otherwise¢ 


ing schools or colleges, so it's these 
practical things that appeal to them 
We asked what she thought of nurse 


Not 


isnt any 


recruitment advertising generally 


much she said There 


nursing, and girls who are 


glamorous advertising 


glamor 
attracted by 


usually aren't the kind we want any- 
how. They don’t stick 


This kind of talk 


thoughr. It was later 


made sense, we 


in the conversa 


tion, however, that we decided we 


could accept, net, anything this nurse 
said. She'd been talking about her 


xperience during the war, when, it 


turned out, she had been chief nurse 


it an army station hospital in the 


South Pacific 


What was the most important 


thing you learned in the army?” we 
asked, making like a reporter 

I learned that the hospital where 
war could get 


1 worked before the 


along without me,” she replied 
Among Their Souvenirs 
Wr 


hospital costs are always a jump or 


RAN ACROSS another reason 
two ahead of income the other day 
when we were touring the new wing 
of a Handsome 
building, beautifully 
escort was demonstrating the inner 


workings of the overbed tables on the 


Midwest hospital 


equipped. Our 


maternity division. She turned a knob 


one mirror pe ypped up. 


Turned it the other and a book rack 


way a 


moved into position. Suddenly she 
peered at the table, looking distressed 
but resigned: “Omigosh, there's an- 
other one gone 

What's missing?” we asked, look 
ing around helpfully 

The tray that’s supposed to be at 
tached to this thing. They're the nicest 
little trays, just the right size for a 
refrigerator. I'll bet we've replaced a 
dozen since we opened this wing. The 
maternity love them—and 
walk off with them 

At these prices a little larceny should 
be thrown in free, the patients figure 


This is charity? 


patients 


Vexation 


INCREASETH KNOWLEDGI 


HE THAT 
increaseth 
A hospital we know about, straining 


sorrow, saith the Preacher 


had its new wing 


for ethcrency, 
equipped throughout with reversible 
sash windows, so both sides could be 
washed from inside. Straining for 
beauty, the same hospital hired an in 
terior decorating consultant who de- 
signed special valances for the win- 


When the 


valances were bolted in place, it turned 


dows in patients rooms 


out, the reversible sash wouldn't re- 


verse. So while beauty and efficiency 
glare at each other from opposite sides 
of the new windows, the management 
can choose now between having the 
valances removed every time the win 
dows are washed or having the win- 
dow washers crawl! around the outside 
of the building, the way they've always 
Behold, saith 
is vanity and vexation of spirit. 


done the Preacher, all 
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THE MODERN HOSPITAL OF THE MONTH—SEE FOLLOWING PAGE 


The Modern Hospital of the Month 


Special Services in the General Hospital 
Tuberculosis Unit 
Neuropsychiatric Unit 
Convalescent Unit 
Rehabilitation Unit 


PLANNING FOR 


The Modern Hospital of the Year 


COMPLETE 


Trends in Construction 


SERVICE 


Architect's View of Experts 
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Tha Modu. Hopital 


ROBERT W. CUTLER 


Skidmore, Owings and Merrill 
Architects—Engineers 
New York City 


The Edward John Noble Hospital at Alexandria Bay, 
N. Y., which is presented here, has been selected as 
The Modern Hospital of the Month by a committee of 
editors. Award certificates have been presented to the 
hospital, the architects and the state officials. A similar 
award will be made by The Modern Hospital each month. 


$353,625 
$ 12,194 


PROJECT COST (including Group | and Il Equipment) 
COST PER BED 


6 leo Edward John Noble Hospital 
at Alexandria Bay, N.Y., is one of 
three integrated hospitals comprising 
the North Country Hospitals (see Oc- 
tober 1950 MODERN 
HosPiITAL for description of central 
hospital unit at Gouverneur ). Smallest 
of the three, with 29 beds, it is planned 


issue of The 


as a complete unit with the exception 
Because it is a resort 
Alexandria 


of a laundry 
area the population of 
Bay increases considerably during the 
summer months. This presented a 
problem of planning the hospital so 
that it would serve as an economical 
unit for the permanent population and 
yet be able to meet the expanded 
needs of the tourist population 

faces a magnificent 


Lawrence River, the 


The hospital 
view of the St 
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Thousand Islands, and in the distance 
the International Bridge. Built within 
the excavation of the former Thousand 
Island House, a resort hotel which was 
destroyed by fire, it sits on a founda 
tion of solid granite. Adequate park 
ing facilities are provided, with ample 
room for expansion on the site. Ad- 
jacent to the site on the east is a 
public park which allows for a vast ex 
panse of open space around the hos 
pital 

The majority of the patients’ rooms 
overlook the St. Lawrence River and 
Canada to the northwest. Whereas this 
exposure is not the best with relation 
to proper orientation, nevertheless the 


population has tremendous admiration 





for the psychological and therapeutic 
effect of the river view. A _ patients 
lounge is located on the southern cor 
ner of the building, with adjacent ter 
race planned to overlook the river 
Facing away from the river on the pa 
tients’ bed floor « utility spaces 
administration offices, nurseries, and 
delivery suite. Because of a sloping 
site the portion of the lower floor 
toward the river was located above 
ground, allowing natural light and air 
in the kitchen, dining room, labora- 
tory, sterile supply, and other work 
spaces. Storage spaces, boiler room, 
pharmacy, radiology suite, emergency 
ind operating rooms are located on 


the side of the ground floor where 











artificial light and ventilation < 


required 

As in other North Country Hospi 
tals, the exterior is of light gray face 
brick backed with cinder block; con- 
tinuous windows glazed with 
double insulating window glass. The 
structural steel frame is unique; lally 
columns were used which are em- 
bedded in the partitions, producing a 
smooth wall surface with no projec 
tions. Open web steel joists support 
the floor and roof slabs, and are fire 
proofed by vermiculite plaster ceilings 
The lower floor is a concrete slab on 
grade. Interior finishes are generally 
plaster walls and asphalt tile floors, ex 
cept in operating and delivery rooms 





which have glazed tile walls and ter- 
razzo floors 

The building, while not air condi- 
tioned, is artificially ventilated, with 
separate zone controls and humidifiers 
to provide proper atmospheric condi- 
tions in operating and delivery rooms, 
nurseries, and so on. The elevator is 
oil hydraulic. A low pressure steam 
system is used for heating only, all 
sterilizers and kitchen equipment 
being electrically operated 

The program which resulted in the 
construction of this hospital was ini- 
tiated by Edward John Noble who 
has a vital interest in the welfare of 
this community. The Edward John 
Noble Foundation of Greenwich, 
Conn., advanced a third of the monies 
necessary for construction Costs; an- 
other third was raised from local con- 
tributions. The New York State Joint 
Hospital Survey and Planning Com- 
mission under the direction of Dr 
John J. Bourke, and assisted by the 
Syracuse Regional Hospital Council, 
approved this project for Hill-Burton 
aid 

Mr. Noble's interest in this hospi 
tal, coupled with the energetic efforts 
of the local board under the chairman- 
ship of Royal C. Garlock and the cen- 
tral board under the chairmanship of 
Albert E. Boughner, have brought 
readily accessible and completely up- 
to-date facilities for health protection 
to the residents of this section of 
northern New York. Their work in 
establishing this program gave the 
architects an excellent foundation for 
developing the plan and technical as- 
pects of the hospital building 
eae 

Top of page: A patients’ lounge is 

located on the southern corner of the 

building, with adjacent terrace over 


looking the river. Bottom: The nurses 
station commands the patients’ corridor 
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HE need to include adequate ac- 

commodations in general hospi 
tals for the care of the 
patient has long been recognized 
Since 1908 practically all major na- 
tional health organizations have rec- 
ommended repeatedly and urged the 
allocation and construction of facilities 
in general hospitals for this purpose 

Response to these recommendations 
has been slow, but many states are 
currently projecting plans to meet the 
needs. The high cost of construction 
and lack of available funds have forced 
many to limit or curtail their plans. 
However, tuberculosis 
being integrated with general hospitals 
for purposes of providing centralized 
services and medical care. In some in- 
stances this includes the common use 
of facilities, medical consultants and 
other selected personnel for improved 
patient service and for education. 

Of the 5031 short-term general and 
special nonfederal 
United States in 1950, having a total 
of 504,504 beds, only 269 hospitals, or 
5.3 per cent, reported having tuber- 
culosis facilities and The 
number of beds provided by these hos- 
pitals for tuberculosis patients was 
only 8615 

The number of beds and services 
required in general hospitals to meet 
current needs of tuberculosis patients 
and for solving health hazard problems 
associated with tuberculosis for the 
medical staff, hospital patients, per- 
sonnel and others, and for the health 
of the nation is unknown. Certain rec- 
ommendations from leaders in the field 


tuberculous 


services are 


hospitals in the 


Services. 


The authors and editors wish to ac 
knowledge the assistance and consultation 
given by staff members of the National 
Tuberculosis Association; individual hos- 
pitals; consultants in the Public Health 
Service, Division of Chronic Diseases and 
Tuberculosis, and others whose cooperation 
in the development of these plans is deeply 
appreciated 
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TUBERCULOSIS UNIT 


CECILIA M. KNOX 


Hospital Consultant 
Division of Medical and Hospital Resources 
Public Health Service 


PETER N. JENSEN 


Hospital Architect 
Division of Hospital Facilities 
Public Health Service 


should be recognized here, however. 

The Master Plan for Hospitals and 

Health Facilities for New York City 

recommends beds in general hospitals 

for tuberculous patients by size of hos- 
pitals as follows 

Recommended 

Tuberculosis 

Beds 

(central hospitals ) 50 


Size of 
Hospital 
755 -955 
585 - 785 (regional and com- 

munity hospitals ) 5-10 

The Canadian Government Hospital 
Construction Program requires, by 
law, that 10 per cent of the beds in 
new general hospitals be allocated to 
the use of tuberculous patients. 

The Committee on Sanatorium 
Standards of the American 
Society recommends tuberculosis units 
in general hospitals in areas with low 
tuberculosis incidence and mortality 
rates, especially for areas requiring in- 
stitutions of fewer than 50 beds. 

When a hospital assumes a tuber- 
culosis service it expands its functions 
health agency. For 
purposes of this article these functions 
and related responsibilities may be 
summarized in three major categories: 

1. To provide hospital and medical 
care for individuals in the community 
with known or questionable diagnosis 
of tuberculosis. 

2. To serve as a barrier and specific 
unit in the control of tuberculosis in 
the community. 

3. To contribute to the solution of 
socio-economic and welfare problems 
associated with tuberculosis, for the 
benefit of other health agencies, in- 
dustry, conservation of manpower, the 
patient, and his family. 


Trudeau 


as a community 


Plans for any health facility are 
dependent upon the program of serv- 
ice for which the facility is being pro- 
vided, following analysis of needs and 
resources within the respective com- 
munity. 

The plan presented here for a 20 
bed nursing unit is adapted from “A 
Twenty-Five Bed General Nursing 
Unit.” It illustrates physical facilities 
required for medical and nursing serv- 
ices for the care of male and female 
adult tuberculous patients in the aver- 
age general hospital of about 200 beds. 

Although patients admitted to this 
unit will have long-term and chronic 
illnesses, hospitalization periods in this 
unit for the majority will be of short 
duration, ranging from several days to 
several weeks. A few may remain for 
longer periods. Some will be acutely 
and seriously ill and will require spe- 
cial and continuous nursing care for 
surgical management and other rea- 
sons. A few will have ambulatory priv- 
ileges to varying degrees and will re- 
quire a minimum amount of direct 
nursing Care. 

Sources and types of patients ad- 
mitted to this unit will probably in- 
clude: 

1. Those with known or suspected 
tuberculosis on initial admission. 

2. Patients with post-admission di- 
agnosis of (or suspected as having) 
tuberculosis, transferred from other 
nursing units in the hospital. 

3. Tuberculosis patients from spe- 
cial hospitals and sanatoriums who are 
in need of definitive surgical treat- 
ment and management that require 
facilities, equipment and services pro- 
vided in the general hospital. 

4. Outpatients who require follow- 
up work, observation and treatment 
related to tuberculosis. 

5. Patients waiting for a bed in a 
tuberculosis hospital or sanatorium. 
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20-BED TUBERCULOSIS NURSING UNIT FOR A GENERAL HOSPITAL 


PRIVATE AND SEMI PRIVATE ROOMS WITH CONNE 


Tora. Agta 6620 Sequeee Faer 
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EXAMINATION AND TREATMENT ROOM, FLUOROSCOPY 
ROOM, PHYSICIAN'S OFFICE, PATIENTS’ WAITING ROOM 
AND VISITORS’ GOWN ROOM 


KEY TO PLAN 
Domelight and buzzer set, 5 feet 6 inches 
from floor 
Telephone outlet 
Counter, 36 inches high, with cabinets below 
Wall cabinet 
Instrument sterilizer, 172 by 7'2 by 6 inches 
Built-in instrument sink, with gooseneck spout 
and foot or knee control 
Scrub sink with gooseneck 


or knee control 


spout and foot 


Soap dispenser, single, with foot control 
Waste paper receptacle 

Clean-up table, 18 by 30 inches 
Instrument table, 18 by 33 inches 
Single basin stand 
Pneumothorax apporotus with stond 
Mayo table 

Adjustable stool 

Footstool 

Kick bucket 

Examination table 

Examination light 


Film illuminator, 2 units of 3 each, built-in 


lead-lined door 
Hook 
Loundry hamper 


strip 


Clinical scole 

Straight choir 
Fluoroscope 

Lead-lined walls 

Woter closet 

Lavatory with gooseneck spout and foot or 
knee control 

Mobile film illuminator stond 

Film file 

Desk chair 

Executive desk 

View box 

Bookcase 

Table for clean gowns 

Lightproof shades 

Dressing cart 
Suction outlet, 5 feet 6 inches from floor 
Oxygen outlet, 5 feet 6 inches from floor 


Nurses call (connected to nurses’ station 
Bulletin boord, 26 by 24 inches 


Corridor domelight 





facilities and spe 
this 


Room elements, 
included in 
a health pro- 


medical and 


cial arrangements 
plan are based on (1 
gram for all-inclusive 


care, for individual needs of 


including trends in medical 


nursing 
patients, 
practice for prescribing greater activity 
than formerly for selected tuberculous 
patients, and (2) current standards for 
control of tuberculosis 

Facilities supportive to the program 
and included in this plan are: a unit 
equipped for medical observation, ex 
diagnostic 


amination, treatment and 


purposes; a self-contained room for 
isolation and care of selected patients; 
room and floor pantry 
equipped for 


safety’ in the 


dishwashing 


and recom 


designed 
mended practices for 
management of food and dishwashing 
utility room with incinerator for eftec 


tive disposal of contaminated ma 


terials, and autoclave for sterilization 


of utensils; gown rooms for visitors 


g personnel; lavatories with 
foot or knee 


and nursing 
and 
patient rooms, Cor 


gooseneck spouts 
control located 
elsewhere in the 


patients 


ridors, alcoves and 
nursing convenient to 

and personnel for “adequate 
office and conference rooms 


and conferences 


unit 
hand 
washing 
tor private interviews 
their 


occ upations 


families; a 
and 


with patients and 


solarium for leisure 
health education activities for ambula 
patient rooms 


tory and 


equipped — for 
comfort and happiness of patients and 
supportive to economical and effective 
Facilities and services 


patients; 


privacy, convenience, 


nursing service 
not contained in this unit may be re 


quired occasionally for a limited num 
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KEY TO PLAN 
Vision panel 
Incinerator 


Wall cabinet 











. 


UTILITY ROOMS 


14. Bulletin board, 26 by 
24 inches 
Domelight and buzzer 


set, 5 feet 6 inches from 


Counter, 36 inches high floor 


with cabinets below 
Laundry hamper 
Mattress airing rack 
Drying rack 


Access door 


Sterilizer with double 


Scrub sink with goose 
neck spout and foot or 
knee control 

17. Clinical sink 

18. Hot plate, double ele 


ment, on bracket 


doors, 24 by 36 inches 19. Glazed door 


Pass window 


Counter, 36 inches high 


20. Counter, 36 inches high 
with open shelf below 


with open shelf below 21. Cracked ice bin (for ex 


Sink in counter 


ternal use only 


Woste paper receptacle 22. Built-in double compert 


ment sink 








TYPICAL SEMI-PRIVATE ROOMS WITH 


CONNECTING TOILET 


KEY TO PLAN 
Built-in locker 
Bedside table 
Adjustable hospital bed 
Telephone outlet and duplex re 
ceptacle 
Nurses’ calling station with duplex 
receptacle 
Sliding window curtain 
Wall bracket light, switch controlled 
Woste paper receptacle 
Lavatory with gooseneck spout and 
knee or elbow control 
Bed light 
Corridor dome light 
Night light, switch controlled 


Overbed table 

Cubicle rod and curtain 

Easy chair 

Nurses’ calling station (push button 
type 

Greb rail 

Water closet with bedpan lugs and 
bedpan flushing attachment 
Built-in dresser 

Dental lavatory 

Scrub-sink with gooseneck spout 
and knee or foot control 

Shelf above scrub sink 

Straight chair 

Oxygen and suction outlets, 5 feet 
6 inches from floor 





ber of patients 


physical medicine 


such as those for 


and prevocational 


rehabilitation. It is assumed that these 


ire provided elsewhere in the hospital 


Hospital services used in common 


by other nursing 


units will provide 


service to this nursing unit, such as 


l 


1) central sterilizing and supply; 


clinical laboratory, diagnostic and 


therapeutic; (3 


laundry; 


1) phar 











macy, and (5) kitchen 





The major objective in planning 
a nursing unit is to provide effective 


and safe care to patients. In this plan 








the nurses’ station and certain serv 
ice areas of the unit are grouped and 


located centrally. This is in keeping 


NURSES GOWN ROOM, NURSES’ LOCKER ROOM, NURSES’ 
STATION, OFFICE AND MEDICINE PREPARATION ROOM 


with the demands for supervision, con 
trol, accessibility to frequently used 


areas and facilities and for over-all 
management of the unit in relation to Sisate alate 
Soap dispenser 

Hook strip 

Wall cabinet 

Shelf for clean mask con 


Pigeon-hole form rack 
Chart rack 

Bulletin board 
Glazed door 

Glazed partition tainer and forceps jar 
Desk mirror above shelf 


KEY TO PLAN 
Counter 36 inches high 


Medicine sink in counter 


pat fent rooms 


Patient Accommodations 


Refrigerator under counter 
Instrument sterilizer 

Wall cabinet 

Counter, 30 inches high 
Dutch door with lock 
Straight chair 

Waste paper receptacle 
Domelight and buzzer set 


Patient rooms provided in this plan 
Laundry hamper 
Telephone outlet 
Receptacle for contom 


include eight semiprivate (2 bed bay ) aun 
Eosy choir 


and four single rooms, including one 
Counter with mirror above 


for isolation. Facilities included in pa 
tient rooms and their arrangement are 
similar to Plan A, for the “Twenty-Five 


inated masks 
Trimmed opening 


Water closet 
Lockers, full length 


SCMOMNAWAWN = 
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Bed General Nursing Unit,” with the 
addition of oxygen and suction outlets, 
and dental lavatory located in connect 
ing vestibules. Special features of these 
rooms are: built-in lockers and dressers 


to provide space for individual pa 


tients’ belongings; lavatories in con 
necting toilets and in patient rooms; 
space around beds is ample to accom 
modate use of special equipment and 
provides adequate working area 
Separate bathing facilities, including 
shower and tub, are provided for male 
and female patients, in a centrally lo 


cated unit 


Nurses’ Station 


In any nursing unit practically all 
ictivities gravitate from or toward the 
nurses station 


Space and equipment allocated to 
the nurses’ station are planned to ac 
commodate desk work of three people 
simultaneously. Included in the nurses 
station are counter chart desks on two 
sides of the room with attached chart 


racks 


miscellaneous materials required for 


compartments for forms and 


clinical records and management of 
chairs; com 
call 


system; ceiling and desk lamps; 
clock board 


the unit nurse-patient 


municator or board and buzzer 


wall 
bulletin and telephone 


Head Nurse's Office 


Allocation of 


designated as the 


space for a separate 


room head nurse's 


office provides a much needed com 


bination office and conference room 


for the convenient use of the nursing 


illocated to the head 


furniture 


Staff Space 


nurse's office accommodates 


required for activities inherent in ward 


l 
management: planning, administration 


of the nursing unit, use of nurses’ ward 
library, private and group conferences 
in-service staff education, and planning 
patient care 

The nurse's office adjoins the nurses 
station. This provides privacy and ex 
clusion of distraction, disturbance and 
interruptions; it allows for accessibility 
to the head nurse and permits her to 
retain supervisory control over the unit 
at all times 

Orientation of this room for natural 


daylight and partitioning it from the 
nurses’ station with a glazed partition 
davlight to both 


provides natural 


rooms 


Medicine Room 


room adjoins the 


The 


medicine 


The 


nurses’ station design of this 


58 


room and facilities provided are sim- 
the plan for the 
General Nursing 


those in 
Bed 
Unit,” except that a Dutch door with 


ilar to 
Twenty-Five 


lock is featured in this plan 


Nurses’ Facilities 


The availability of locker and rest 


room facilities elsewhere in the hospi 


tal for tuberculosis 
nursing unit would eliminate the need 


nurses from the 
to provide such facilities in this unit 
Space thus released could then be al- 
located to room elements not included 
here, such as a flower room or much 


needed storage space 


Examination and Treatment 


Routine medical care of tuberculous 
patients requires certain facilities and 
equipment which are not needed to the 
same degree for general medical-sur 
gical patients. These are the facilities 
and equipment essential to medical ex- 
amination, diagnosis and therapy pe 
culiar to medical supervision and 
planning of tuberculosis programs of 
care. In addition to the 


total program of patient care, inclu 


supporting 


sion of these facilities minimizes traf 
fic from the unit to the general radio 
graphic department, provides conveni 
ence to patients, and conserves their 
energy and strength 

Facilities provided include a com 


bination examination and treatment 
room with suction and oxygen outlets, 
sink sterilizer, 
sink with gooseneck spout and foot or 


knee control, and a built-in film illu 


instrument and scrub 


minator. The room is designed to ac 
commodate common usage for medical 
and nursing functions. Included also 
are adjoining fluoroscopy room, phy- 
sician’s office, toilet and lavatory room 
and a waiting room for ambulatory or 


stretcher patients 


Utility Room 
One of the special features of the 
utility room area, as designed for this 
nursing unit, is a separating wall that 
into two rooms to 


the area 


maintain control of contamination and 


divides 


infection 

Other features include an incinera 
tor in the contaminated utility room 
for safe disposal and minimal handling 
of contaminated material; a double 
door autoclave connecting both utility 
rooms (this does not preclude the use 
of central sterilizing services in the 
hospital); an airing balcony with air- 
ing racks (mattress and other) and ac- 
both rooms; built-in 


cessible from 


double compartment and clinical sinks 


in the contaminated room. An ice 
is located under the counter in 


This is in 


chest 
the contaminated 
tended for ice used in ice collars and 
the like, since ice required for drinking 
and dietary 


room 


purposes, medications 


needs is located in the floor pantry 


Linen Room 


Space for storage of linen in this 
nursing unit is based on the unit ex- 
change system and the practice of 
keeping reserve linen in the hospital's 
central linen room. It is intended for 
current linen needs including emer 
gencies 

The linen closet is designed for per 


manent shelves 


Janitor’s Closet 


located and 
limited 


This room is centrally 


is intended to accommodate 
supplies required for housekeeping ac 
tivities in this unit. Since scrupulous 
housekeeping and sanitation are man 
datory to the control of tuberculosis 
this space must be adequate for con- 
stant availability of clean equipment 


Hamper Alcove 


Recommendations for the 
ment and handling of soiled linens 
have been formulated by authorities 
in the field of tuberculosis. These in- 
clude collection procedures, identifica- 


manage- 


tion of laundry bags and others. Space 
s provided in this nursing unit for 
storage and availability of clean ham 
pers to be used in accord with those 


recommended 


Visitors’ Gown Room 


The need to include a visitors’ gown 
and cloak room in the nursing unit is 
dependent upon medical and nursing 
staff practices established for the con 
trol of infection, including protection 
of visitors. These practices may include 
removal of coats before entering pa 
tients rooms, and the use of masks and 
gowns by visitors in this unit. Location 
of the visitors’ gown and cloak room ts 
dependent upon supervisory needs and 
availability of personnel for safeguard- 
ing visitors’ belongings 

Included in the visitors’ gown room 
unit are 


contained in this 


scrub sink with gooseneck spout and 


nursing 


foot or knee control, receptacle for dis- 
posal of towels, laundry hamper, table 
for supply of clean gowns and masks. 
Wall space provides for a hook strip 
for visitors’ coats 
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view 


HERE are 


relative to 


many points of 
nervous disorders and 
proper facilities in which to hospitalize 
ailment 


the individual having an 


which affects the nervous system. As 
a layman and planner it seems con 
sistent to consider views that relate 
to planning and building workable 
hospitals, oriented to patients’ medical 
needs, designed to help meet the in- 
and 
psychic comfort in the hospital. We 
realize that the hospital building is but 
a part of the facility and that it is the 


provides 


dividual’s need for emotional 


human personnel which 
much of the patient’s environment; but 
the hospital's structure and personality 
are the planner's responsibility in a 


major degree 


SUFFERS MEDICAL ILLNESS 
number of 
at least, hold 


A. substantial medical 


men and administrators, 
that the individual having a disorder 
nervous system 1S 


which affects the 


suffering a medical illness. For the 
planner this idea at least offers clari 
fication of a subject that has not in 
all ways been clear and enables him 
more readily to comprehend the prob 
lems and objectives in hospitals with 
which he works and plans. The pa 
tient’s care and treatment (happily! ) 
repose in the hospitals and doctors 
But the planner at least should be sure 
about what he is working with and 
what is the desired ultimate objective 
This objective naturally would be that 
the patient be relieved of the ill as 
promptly and pleasantly as practicable 
and then discharged from the hospital 
to return to a normal mode of exist- 
The can the 


ence what 


question 15 

Appreciation is expressed to the doctors 
and administrators who helped me to shape 
this commentary and tor the generous 
amount of time and patience given in dis 
ussion, criticism and suggestions 
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general hospital do about this situa- 
tion? How can the general hospital 
be planned or remodeled to hospitalize 
and treat nervous and mental patients? 

Published figures mention the num 
ber of persons committed to public 


institutions in the several states for 
custodial care or treatment for nervous 
disorders, classified somewhat loosely 
in legalistic language as insanity, lun- 
acy or mental illness. The statistics do 
not in all ways provide a clear picture. 
Obviously the figures include the host 
of repeaters in chronic alcoholic and 
drug addiction categories and other 
types of readmittals; and individuals 
in upper-age groups who are in nor- 
mal state but whose families had them 
committed in order to be rid of them; 
individuals who get into legal diffi- 
culties and obtain commitment to a 
mental institution in preference to 
serving a term in a penitentiary; con- 
genital defectives, and many psycho- 
neurotics who should not be hospital- 
ized but may need help or counsel 

A question is why should so large 
a proportion of individuals who suffer 
fron a disorder that affects the nervous 
system (and what medical illness does 
not have its impact on the nervous 
system?) be neglected until malignant 
symptoms appear or serious deteriora- 
tion is apparent? The answer in part 
might run somewhat as follows: Who 
voluntarily chooses to go to the asylum 
and, if he is ever released, carry its 
stigma thereafter; to become an in- 
competent ward of government; to 
leave home, friends, work or business, 
with loss of legal rights and normal 


prestige as an individual? Few so 


choose. Who would not dread to go 
to the “asylum”? Often proper care and 
treatment of the afflicted person come 
too late or are not of a kind to restore 
the patient to good health and the 
probability of a normal existence. 

If the desirability of an ultimate 
goal that the psychiatric hospital as a 
special institution should disappear 
from society is accepted, there must 
come in evidence a workable, econom- 
ical alternative. This alternative seems 
to lie in the conditioning of the com- 
munity general hospital and planning 
of new ones to hospitalize nervous 
and mental patients in their home 
communities, so far as practicable. The 
percentage of persons so afflicted, 
when analyzed on the community 
level, is not formidable or especially 
out of proportion to the number of 
persons suffering other medical ills; 
this seems especially true if we except 
alcoholics, drug addicts, and congenital 
defectives 


NOT TOO DIFFICULT 

To judge from material published 
on the subject, a belief exists among 
a substantial percentage of medical 
men and administrators that to deal 
with acute nervous disorders in the 
early stage of the affliction should not 
present greater difficulties in the prop- 
erly planned and oriented general hos- 
pital than are met in dealing with 
the average typhoid, peptic ulcer, ob- 
stetric or other patients, and that the 
average of such patients can be dis- 
charged from the hospital and returned 
home after from two to six weeks of 
proper care, and counsel, 
like patients having other acute ail- 
ments. Those needing a longer stay 
in the hospital or for convalescence 
would be kept under observation. 

To subject the acute patient to a 


treatment 
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much longer period in the hospital 

particularly one of the institutional 
kind—tends toward breakdown of the 
patient's morale and deterioration of 
the individual, which is a_ premise 
supported by substantial factual rec 
ord; thus prompt care and treatment 
for the afflicted person are desirable, 
as in other kinds of medical ills, and 
where can such care be obtained so 


60 


promptly and conveniently as in the 
local community hospital? In the case 
of deteriorated individuals, or those 
having malignant symptoms, the ex- 
amining physician in the hospital 
naturally would judge if the patient's 
condition would be amenable to the 
general hospital's routine and facilities 

Human beings are individuals; they 
have individual emotions, thought and 


The plan at top is an enlargement of the 
nervous and mental unit incorporated in 
the design of a small general hospital 





behavior, and the undesirability of 
mass procedures in the hospital is self- 
evident. How to avoid it is another 
matter. For the mass of people t 
think of a nervous disorder as a mys- 
terious affliction, dichotomized from 
the functions of the organs, glands, 
musc les and bones, the nervous system 
and metabolism, seems inconsistent 
Administrators and planners who in 
dulge the fantasy of dichotomy of 
mind and body may be in error 

The public mental disease institu 
tion, perhaps of necessity, has been 
based primarily on a custodial prin 
ciple; an individual committed by a 
court for insanity usually is first 
taken to jail and then to the institution 
by officers of the law —not infre 
quently manacled—and also meets a 
number of psychological hazards in 
addition to restraint and the treatment 
These hazards the afflicted person may 
be ill-prepared to cope with either 
during incarceration in the institution 
or thereafter, and an “asylum label 
is an almost insurmountable obstacle 
for the individual 

There are sound reasons favoring 
the orientation of the community gen- 
eral hospital so that it can promptly 
hospitalize the individual suffering an 
acute nervous disorder. Among other 
reasons would be the over-all cost of 
building and operating hospitals;. the 
annual cost per capita for public “men- 
tal hospitals” does not grow less. There 
also is the question of emotional tone 
in the patient for which it is difficult 
to find a solution in the impersonal 
mass procedures of a mental hospital, 
and it cannot be converted into a gen- 
eral hospital. There also are the 
questions of psychic comfort and the 
emotional difficulties experienced by 
the average committed patient which 
result from enforced confinement, 
frustration and segregation from nor 
mal activities and the world which 
the individual grew to know and un- 
derstand. All of which point to the 
milieu and services which may exist 
in the local community hospital. W ith- 
out excessive remodeling of facilities 
and routine, an existing general hos- 
pital usually can afford proper care 
and treatment—including the patient's 
isolation from relatives and friends as 
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need be—and other technics, and a 
staff of competent doctors 

In comparing advantages and dis- 
advantages and relative cost of com- 
mitment of the acute patient in an in- 
stitution for an indeterminate period, 
as against hospitalizing the individual 
in the local general hospital for care 
and there 


be said favoring payments from public 


treatment, seems much to 
tunds to the general hospital for the 
The 
of hospitalizing indigent persons, and 


patients care if necessary cost 
some not so indigent, at public ex- 
pense is generally accepted. In normal 
times the average general hospital usu- 
ally will have a few vacant beds avail- 
able for prospective patients 

There is the question as to whether 
orienting the general hospital as a 
matter-of-fact facility in the commu- 
not both essential and desir- 
That rare phenomenon called 
tar-ott 


which to aim, but we see the stand- 


nity is 
able 

perfection seems a target at 
ards by which to judge comparative 
degrees of achievement and we assume 
that the primary objective of the hos- 
pitalization is to mitigate hardship 
and deterioration in individuals who, 
tor one or another, suffer an 


acute nervous ailment 


reason 


The record indicates that the aver- 
age patient suffering an acute nervous 
disorder should cause no more trouble 
or disturbance in the properly planned 
and oriented general hospital than 
would the average of other acutely ill 
patients, and the hospital should ex- 
perience no undue hardship in dealing 
with the occasional patient who under- 
goes a period of increased psychomotor 
A physical therapy 
needed for this type of patient. It 


should include at least hydro and vapor 


ACtiVIty unit 1s 


baths, electrotherapy and massage and 
be so planned in the hospital that it 
also may serve other types of patients 
including outpatients 
Noise control is essential. Excessive 
auditory stimulation is detrimental to 
a good mood and may 


health and 


become lethal. Under the stress or 


tension of nervous disorder the indi- 
vidual’s emotions tend to be too read- 
ily relaxed and the planner should 
Strive to create a congruous environ 
ment wherein the patient may feel at 
ease. This type of patient normally 
will require a longer period in the 
hospital than the median stay of other 
acute patients and usually will be am- 
bulatory 

In addition to the 


noise control, 


proper color in the decoration and 
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furnishings will engender and main- 
tain a good mood in both patients and 
personnel and encourage the patient's 
urge toward recovery. And where can 
the planner find color schemes for 
hospitals which equal those to be 
found in nature itself? It is well known 
to medical men that a suitable environ- 
ment, conjunctive with other hospital 
procedures, is beneficial to the patient 
and helps to speed recovery from de- 
pletion of vital forces in the nervous 
system 

Patients react to color, and incon- 
gruous colors and designs in the envi- 
ronment may have an ill effect on 
individuals, possibly eventually result- 
ing in illness. Color schemes of in- 
teriors and exteriors may be studied 
with fairly definite results in mind, 
and color generally may be expected 
to affect normally healthy individuals 
somewhat Red produces 
immediate stimulation followed by a 
tends to cause in- 
time, 


as follows 


nervousness and 


accurate judgment regarding 


weight and distance. Blue is quieting, 


a color to be used with caution in 


hospitals for it may become depressive. 
Yellow engenders cheerfulness, light 
and a feeling of greater space; it 
fosters amiability and aids intellectual 
efficiency. Green is a predominating 
color in nature and especially useful 
in giving quality and tone to other 
color tones; it engenders restfulness 
and increased vitality. Black is de- 
pressing; it absorbs heat, light and 
sound. White is a strong color; it 
tends to tire the eyes and is espe- 
cially useful in toning down the pri- 
mary colors to lighter hues. 

The schematic layouts shown of a 
small general hospital are economical 
and workable. The plan calls for 42 
beds which may be expanded to a 70 
bed hospital by addition, a second story 
covering a portion of the plan, and 
a moderate amount of replanning. It 
is shown for the reason that it would 
provide beds, treatment facilities and 
space for temporary isolation at need 
for from two to four patients. It has 
a physical therapy department and a 
department where outpatients can be 
examined and a pediatric unit 


Ceiling-Hung Tube Expedites X-Ray Service 


use of 
x-ray 


ESIGNED 
modern 


to expedite 
frequency 
ceiling-hung tube 


high 
technic, the new 
stand installed in the Illinois Masonic 
Hospital, Chicago, is a 500 milli- 
ampere unit 125 KV _ rating, 
using a super-dynamax tube. 
Operating on the same principle as 
an overhead crane, the new tube stand 


with 


allows the operators greater flexibility 


of action. Getting the tube stand off 


X-ray machine at Illinois Masonic. 


the floor permits operators and physi- 
cians to work on both sides of the 
patient. 

A high voltage unit, the machine 
produces film with greater density and 
less contrast, requiring new technics 
of interpretation. The unit is com- 
plete with automatic photo timing 
The patient stands up against the 
casette changer, while the device auto- 
matically selects proper exposure time 
and KV regardless of the thickness of 
the patient; this eliminates errors 
which formerly crept in under the 
older thickness per part technic. Ex- 
posure ranges are from one-sixtieth of 
a second to 14 seconds, depending 
upon the circumstances. 

This installation is believed to be 
the first in the Chicago area; actually, 
there are only four or five others in 
the United States. Part of an expanded 
x-ray department set up in the new 
wing of the Illinois Masonic Hospital, 
this development is just one step in 
a long-range expansion program cur 
rently being undertaken by the Illinois 
Masonic Hospital Association under 
the guidance of Congressman Edgar 
A. Jonas, president of the board, and 
William H. Tenney, hospital super- 
intendent—EDMUND MOTTERSHEAD. 
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HE Jenks Convalescent Building 

at the Huntington Memorial Hos 
pital, Pasadena, Calif., was built solely 
to serve convalescent patients and was 
planned that way from the ground up 
The building has exploited to the full 
the climatic advantages of a subtropical 
region by making the closest possible 
integration ot indoors and outdoors 
It is a “garden hospital” to the greatest 
Also, this is per 


haps the most complicated building 


practicable extent 


in plan and use in which tilt-up, pre- 
cast construction has been used 

at first lukewarm 
from 


The trustees, with 
and later wholehearted support 
the medical staff, decided that the new 
unit should be a convalescent building 
because they thought that this would 
give considerable relief to the over 
crowded acute hospital and might 
make interesting hospital history. The 
architects entered into the project with 
enthusiasm, as the head of the firm, 


William I had already de 
voted a great deal of study to the 


Pereira, 


convalescent problem and was heartily 
in favor of such units to bridge the 
gap between the acute disease hospital 
and either the home or a home sub 
stitute 
After 


sketched, the present basic design was 


many alternatives were 
chosen enthusiastically by the trustees 
Ir was first planned to be built of 
masonry construction but, as the pro 
gram developed, two members of the 
hospital building committee felt that 
greater earthquake resistance and bet 
ter quality could be obtained at no 
greater cost by making it of precast 
concrete tilt-up construction. Accord 
ingly, the architects reengineered and 
redesigned the entire building 

Most hospitals with convalescent fa 


At the time this article was written Mr 


Mills was administrator of Huntington Me 
morial Hospital, Pasadena 
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cilities have contented themselves with 
using remodeled houses or older hos- 
In the Pasadena 


pital buildings new 


institution, however, an entirely new, 
Y” shaped design was worked out 
solely for the purpose of convalescent 
architect and 


hand to 


care. This enabled the 


the hospital to have a free 


incorporate in the building many fea 
would like but 


were unable to provide 


Most notable of 
that every room in the building is on 


the ground or garden floor and 


tures which others 


these is the fact 
each 
has a large sliding door through which 
into the 


the beds can be wheeled out 


garden area. Through the use of a 


Y” design with the patients’ rooms 
set at an angle from the central cor 
ridor, it was possible to give each room 
its Own private patio separated from 
the adjoining room by an attractive 
planting box and to provide ample 
light and air 

Another unusual feature of the 
building is the commodious and hand 
some dining room-lounge where pa- 
tients who are up and about can read, 
play games or just talk about their 
operations! 

As has become standard practice in 
many hospitals, every patients room 
is provided with lavatory and wash 
basin. In addition, there is a pair of 


bath facilities, one shower and one 
tub, for each set of eight patients’ 
rooms 


The 
center of the “Y 


located at the 


is of a modern and 


nurses station 


attractive design and permits the ward 
clerk who will sit at the desk to have 
full view up and down the corridors, 
is well as a view of the waiting alcove 
and the entrance, and provides good 
nurses to do 
necessary writing in the patients’ med 
Behind the 


room and 


space for doctors and 


nurses station 


toilet for the 


ical charts 


le cker 


Is a 


nurses and a commodious medicine 


room for careful preparation of any 
medication 
The linen room in the new building 


is sufficiently large so that a cart loaded 


with clean linen can be wheeled in 
and left there until the following day 
when another cart-load of clean linen 
comes and the empty cart is returned 
to the laundry 

Because Huntington Memorial Hos 
pital is a teaching institution and both 
professional and practical nurses will 
receive some of their instruction at the 
new building, a separate conference 
room has been provided where this 
carried on without 
This 


furthermore for 


teaching may be 


due interruption room may 


unc 
be used conferences 


among the doctors or by physicians 
with members of the patients’ families 

In addition to acting as a social cen 
ter and a place where occupational 
therapy can be carried on, the dining 
room-lounge constitutes a substantial 
addition to the emergency facilities of 
the hospital as it could in case of a 
serious situation be used as emergency 
ward and has toilets and floor pantry 


(Text Continued on Page 66) 


Opposite Page, Top: View showing po 
tients’ patios and lounge terrace. Bot 
tom: Lounge-dining room where meals 
can be served on trays to patients 
This area opens onto a paved terrace 
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Opposite Page, Top: Typical potient’s 
room, measuring 10 by 20 feet. Each 
room is equipped with a lavatory and 
toilet, two clothes lockers and built-in 
chest. Bottom: View showing patios 
outside each patient's room. Right: 
Floor plan of Jenks Convalescent Unit 
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STRUCTURAL DETAILS 


Total cost (including architect's fee, furnishings, garden wall, paving 
and landscaping, but excluding land): $252,000 

Number of beds: 48 

Cost per bed: $5250 (all costs 

Number of square feet 
terraces and covered passage): 11,540. 

Cost per square foot: $14.80 / enclosed area with equivalent 

Cost per cubic foot $ 1.20} patio and covered passage cost 

Area per bed: 260 square feet (including patios). 

Type of construction: Reinforced concrete (precast, tilt-up) 

Roofing: Cordova tile over 3 ply composition roof 

Floors: Ceramic in showers; asphalt elsewhere. 

Interior Partitions: In general exposed concrete of tilt-up construc 
tion; supplemented with metai lath and plaster partitions and 
furring to accommodate plumbing pipes. 

Coors and windows: Birch slab interior doors, metal frames, steel 
double hung windows, steel fly screens with copper screening, 
steel sliding exterior doors 

Drainboards: Laminated plastic. 

Heating system: Circulating hot water to wall convectors. 

Plumbing: Toilets with bedpan flusher incorporated. All plumbing, 
heating and electric lines possible) are in attic 
accessible by catwalk 


so for as 


not counting 4182 square feet in patios, 
’ 


Ventilation: Exhaust from all inside rooms 

Insulation: Four inches of rock wool in attic space over entire area 

Foundation: Floor slab cast over 6 inch rock and gravel fill, with 
membrane waterproofing below slab. 

Lighting: Fluorescent lights in most corridors and workrooms; in 
dividual floor lamps for each patient with adjustable heads for 
direct and indirect lighting. Night light at mattress height with 
control at entrance door. 

Nurses’ call: Complete system (with emergency call) from all pa 
tients’ beds, patios, toilets, baths, lounge 

Doctors’ call: Silent number calls, connected with main building. 

Planting boxes: Concrete block with inside waterproofing—open 
to earth at bottom. 

Patients’ lockers and dressers: 
room. 

Color scheme: Rooms with greater exposure to sunlight have soft 
green; rooms opposite have soft rose. All patients’ rooms have 
washable plastic wallpaper at head of bed. Sunlight yellow in 
corridors. Pastel green in service and utility rooms. 

Connections to existing buildings: Covered passage with tile roof; 
high pressure steam from boiler plant to hot water converters 
for heating and domestic hot water; electrical in metal conduit, 
domestic water supply from central softening system. 


Built-in wood, painted to match 
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CONVALESCENT UNIT 


Text Continued 


immediately adjacent well as 
storeroom 

ot 
lescent building would provide accom- 


60 


large 


In case real disaster the conva 


modations for or 70 patients in 


iddition to its regular quota of 48 


patients 
The plan of administration of the 


unit, approved by both the medical 


staff and trustees, incorporates the fol- 


lowing policies 


To keep down costs to the pa 


tient, only practical nurses will be 


employed (except for the professional 


nurse or nurses in on each 


shift 


hours of bedside nursing care will not 


charge 


and it is anticipated that the 


exceed 


vided 


per cent of the hours pro 


currently in the acute section 


of the hospital. It is not anticipated 


that interns or residents will spend 


much time in the unit 


The choice of patients who can 
be cared for in the unit will be pri 
marily in the hands of the physician 
of course, to the usual review 
stat 


administrator 


ubject 


by the medical and in extreme 


ises by the 


Inasmuch as the 


lieve 


prime purpose 


is tO fre pressure on the acute 
livisions of the hospital, no patients 


the Jenks 


must stay at least 


will be admitted directly to 


Building and all 


one day and preferably two days in 


the acute units. If there are empty 


from Page 62 


Jenks beds and a patient needs to be 
with no 
pa 


tient will be kept in the first-aid re 


idmitted in an emergency 


acute bed available, the incoming 


covery room until someone else can 


be transferred to the Jenks Building 
i. The 


as a hospital and 


new building is intended 


not a rest home or 


boarding home for the infirm; there 
fore, the length of stay of patients in 
the Jenks Building will be supervised 


by the chiefs of the various services 


as it is in the main building 
>. While it 


have some single rooms, all rooms will 


would be desirable to 
be two-bed whenever so required by 


crowded conditions in the hospital 
is a whole 
6. House cases or welfare patients 
will be eligible to receive care in the 
new building on a par with full-pay 
patients 
Teaching of practical nurses and 


other students will be a function of 
the unit 


The 


existing hospitals rather than being 


great economy of adding t 
forced to create new institutions is dra 
ot 


the 


matically illustrated by the cost 
approximately $5000 per bed in 
The hos 


pital was already equipped with power 


Jenks Convalescent Building 


plant, laundry, administrative offices 


x-ray department, and so forth, all of 


which took care of this extra load 


without further expansion. It would 
not, however, be possible to continue 
this indefinitely as at some point these 
central facilities would be overloaded 

The 


method 


tilt-up, construction 


that 


precast 


was used is a recent 


development in the building field. All 


interior partitions, with a few excep 


tions, all exterior walls, and the root 


slabs are cast flat on the ground and 


then lifted into place, where they are 
tied together with the columns 


The 


roof slabs are permanently secured by 


piers which are poured in place 


welding together steel sections which 
we previously embedded in them at 
strategic locations 

a horizontal 
ot 


required for 


Casting the concrete in 


position eliminates most the ex 


pensive form work con 


ventional concrete structures and makes 
t possible to procure pertectly smooth 
surfaces, free of form marks and other 
concrete 


imperfections inherent in 


j 


poured in p! The slabs are cast in 


layers, one on top of the other, at inter 
days until all of 


To keep them 


vals of seven the cast 


ing work is completed 
from sticking together a special coat 
ing is sprayed on between slabs, which 
agent 


Iso acts as 


1 curing 


REQUIRES NO FINISH 
The ot 


smooth 


surface the precast slabs ts 


sO that no further finish ts 
required, thus eliminating all plaster 
ing except for ceilings and for furred 


All 


yatient rooms except the 


spaces to conceal plumbing pipes 


walls of 


the | 
I 


short separating them from the 


toilets are of concrete, as are the walls 


ot corridors, lounge and utility rooms 
When 


cannot be distinguished from the plas 


painted, these concrete walls 


and are considerably 


A washable plastic wall- 


tered surtaces 
more durable 
paper has been applied to the walls 
of the patients’ rooms at the head of 
the beds 

Another feature of this unique con 
insulation it 

The 


tion walls extend clear to the bottom 


struction is the sound 


provides between rooms parti 
of the roof slabs, which they also sup 
port thus pre viding Co mplete separa 
tion between rooms. This complete 
separation of the attic spaces adds fur 
ther fire protection in addition to those 
construction 


normal to conventional 





A covered passage connects the Jenks 


Convalescent Unit with main building 
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REHABILITATION UNIT 


FTER a major operation, Joe 
4 Smith’s wound had healed sufth 
ciently for him to go home. His hos 
pitalization, which had been a long 
one, he had spent chiefly in reading 
pulp magazines. Beginning his months 
of convalescence with nothing to do, 
he ended it the same way, finding 
finally that for physical reasons he 
could not return to his former job 
Worse still, not even the first step had 
been taken toward learning a new one 

There was a time when all this, 
however regrettable it might be, had 
nothing to do with either the medical 
profession or the hospital. This 1s 
no longer true. Regardless of the dis- 
couraging frequency with which cases 
like that of Joe Smith recur, the re- 
sponsibility of the hospital and the 


medical profession is now clear cut 


EXTENDS BEYOND DISCHARGE 

One of the distinguishing marks of 
modern socio-medical thought has been 
the evolving concept of comprehensive 
medical care. In simple language, this 
means that medical responsibility does 
not end when a pathological process 
in a certain organ has been arrested 
It means also thet the interest of the 
hospital must be ‘projected beyond the 
late of discharge 

The 
make it mandatory that we not only 
look beyond the illness to the whole 
patient, but that we consider the whole 


modern day society 


needs of 


patient as an individual in relationship 
to his family, his job, and the com- 
munity in which he lives 

This evolving concept has made the 
emergence of the specialty of physical 
medicine and rehabilitation a historical 
With the toward 


necessity trend 


At the time this was written, Dr. Ken 
jell was chief of the department of phys 


University 


Hos 


ical medicine and rehabilitation 
of Illinois Research and Educational 
pitals, Chicago 
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Medical Division 
Institute of Physical Medicine 
and Rehabilitation 
Peoria, III 


specialization and the constant in 


crease of knowledge and skills in them, 
the life-saving potentialities of scien- 


tific medicine have made _ incredible 


gains in recent years. These very 


achievements have had social repercus- 
sions which we can continue to ignore 
at our peril 
A glance at the vital statistics shows 
the shift toward older age groups in 
the population, bringing with it the 
} 


problem of rising incidence of dis- 


ability. Moreover, recent surveys indi- 
cate the extent to which physical in- 
has become a factor in our 


this is the business of 


capacity 
economy. All 
the physician and the hospital 
Writing recently of the new concept 
of the hospital and its function in the 
community, Bayne-Jones' points out 
that in fulfill its pivotal 
function in a program of comprehen 


order to 


sive medical care, planning beyond the 
limited scope of the past will be neces- 
sary. Except for clinics and ambulatory 
outpatients, he writes, hospitals in the 
past have been built to care for sick 
people in beds. The enlarged scope of 
the hospital must envision “adequate 
space for laboratories, for special serv 
ices, space for physical medicine and 
rehabilitation.’ 

Since the ideal of comprehensive 
medical care cannot be realized with 
out physical medicine and rehabilita 
tion, the extent to which these restora 
tive technics are offered as an essential 
part of the community health program 
is more or less a measure of the extent 
to which the ideal has been realized 
Here the picture ts not as encouraging 
as it might be, and it appears right 
now that the best hope for improve- 
ment lies with the general hospital 


While the purpose of this paper ts 
to discuss certain practical aspects of 
organizing and administering a de- 
partment of physical medicine and re- 
habilitation in a general hospital, a 
prior consideration is a clear under- 
standing of the function and scope of 
this relatively new specialty. Here 
again, the newness is in the total con- 
cept rather than in its elements. 

The efficacy of physical agents ap- 
plied both for diagnosis and treatment 
has been known for centuries and 
began to receive emphasis as physical 
and occupational therapy during and 
immediately after the first World War. 
The combined potentialities of light, 
electricity, heat, cold, massage, thera- 
peutic exercise and other forms of oc- 
cupational and physical therapy dramat- 
ically demonstrated their value in 
shortening periods of hospitalization, 
hastening recovery, preventing recur 
rences, and forestalling or modifying 
life-long disabilities 


MUST LEARN NEW TRADES 

Parallel to these technics was evolv- 
ing the concept of vocational adjust- 
rehabilitation 
injury or 


referred to as 
Persons recovering from 
disease, frequently suffering residual 
handicaps, must often learn new trades 


ment, 


or readjust themselves to old ones 
During the second World War the 
needs of the time inevitably indicated 
that the more nearly the therapeutic 
program could be aimed at the ulti 
mate occupational objective, the more 
efficient and economical the whole 
process would be. The unmistakable 
need for a trained medical specialist 
to stand in a dominant position of 
responsibility for the whole process of 
physical medicine and rehabilitation 
brought a new specialty into being 
Any new specialty inevitably brings 


with it new problems which range the 


67 








Floor plans of the physical medicine addition 
University of Illinois Medical Schools. Bottom 
pool and Hubbard tank are lo 
cated in the basement. The first floor, top 
houses equipment and demonstration room 
offices reception rooms and treatment rooms 


The therapy 
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entire professional spectrum from edu- 


cation to facilities. Since it is our 
intent to concentrate on the latter, it 
might be well to point out at once 
that this is not an entirely uncultivated 
field 
the American Physical Therapy As- 


itself to 


The manual? recently issued by 
sociation, though it limits 
physical therapy alone, actually con- 
stitutes a guide, the outlines of which 
can encompass other elements of the 
rehabilitation program tor which the 
physiatrist, 7.e. a physician who prac- 
tices physical medicine and rehabilita- 
tion, is responsible 

The Baruch Committee on Physical 
Medicine* and the Hospital Associa- 
tion of Pennsylvania*t have issued valu- 
able suggestions on the practical as- 
pects of organization and facilities for 
benefits of physical 
rehabilitation to the 


bringing the 
medicine and 
community 
These and other contributions to the 
current literature recognize the weak- 


ness of generalization; communities 
not only differ greatly in size but also 
in the extent and character of avail- 
Immediately after the 


able facilities 


war, many of us thought in terms of 
separate rehabilitation centers, and in 
a few of the larger cities truly splendid 
institutions of this type have been 
established 

Disappointing progress in the coun- 
try as a whole, however, indicates both 
the need of more flexible thinking and 
greater stress on existing facilities. An 
approach of this kind inevitably leads 
us to a consideration of the community 
hospital as a civilian rehabilitation 
center 

The organization of a department of 
physical medicine and vabilitation 
in a community hospital must begin 
with the community. Intelligent plan- 
ning requires a thorough knowledge of 
local needs and resources, and utiliza 
tion of them should stress integration 
If planning is realistic as well as imag 
inative, many ources and much 
equipment not located in the hospital 
itself may be used in various stages of 
the rehabilitation process, with a net 
result fully as satisfactory as those 
achieved with vastly greater outlay in 
For example, tools and 


large cities 


machinery of the local vocational 


Above 
gressive resistance exercise table. Right 


A patient works out on the pro 


Patient receives radiant light to 


shoulder. Half arc seats for whirlpool 


baths make treatment of the lower ex 


tremities easier and more efficient 
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school may be scheduled for use under 
a cooperative plan; or certain exer 
cising facilities in the high school; or 
graduated work plans with the cooper- 
ation of industrial plants 

rather 


If actual need, 


than an arbitrary desire to create a 


community 


department, is the point of focus, the 
chance of error will be reduced to a 
minimum. From that point on, the 
administrator is ready to estimate his 
requirements and concentrate on the 
organization of the department itself 

The total problem can be roughly 
divided under five headings: (1) per 
sonnel, (2) equipment 


4) administration, and 


space, ey 


(5) finance 


Owing to varying conditions previ 


ously referred to, any suggestions un- 
der each of these headings seldom can 
be absolutely specific. This applies even 
to personnel, although in this respect 
we can speak more definitely than in 
the others 

As I have observed, the emergence 
of any new specialty brings with it 
certain problems, not the least of which 
is usually the initial shortage of medi 
cal personnel adequately trained in it 
While one can say unequivocally, 


therefore, that in the larger institu 


tions, especially teaching hospitals, the 


departments should be under the di 


rection of a diplomate of the American 








Medicine and Re 
supply ot 


Board of Physical 


habilitation, the present 


physiatrists is such that in the case of 


the smaller hospital such recommenda 


} 


tion is more easily made than carried 


out. If 
tained 


rently 


physiatrist cannot be ob 


because of this shortage, cur 


iggravated by military needs, 


it might be well to give primary con 


sideration to the element of personal 


interest on the part of the physician 


responsible for medical direction of 
the department 

Arc any rate, it is agreed that the 
lepartment must be under the direc 
smaller 


general prac 


rion of physician Some 


hospitals may rely on 


titioner who has developed a special 


interest in physical medicine and re 
find it con 


the department under 


habilitation or they may 


venient to put 
the supervision of a physician who has 
met the qualifications of a specialty 
The 


on the basis of the physician's interest 


board selection should be made 


in developing a program commensu 
rate with present-day standards and 
his willingness to devote adequate 
It would seem, 


sound suggestion to 


time to the program 


tr be a 


engage, if at all possible, the con 


nowever 


sultation services of a physiatrist, at 


least in the organizing stage. It 


periodic visits for consultation can be 


arranged, it will be that much bette: 


Yet advice concerning medical su 


pervision is comparatively simple 
measured by the 
The 


resources, 


when problem of 
variables ot 


and the 


ancillary personnel 
community size, 
needs of the total rehabilitation process 
place a heavy burden of individual 
people who are 
actually The 
personnel roster may range all the way 
from a single physical therapist and 


physical 


judgment on_ the 
going to do the job 


attendant to numbers of 
therapists and occupational therapists, 


and all the testing, guidance, teaching 


and placement personnel ideally avail 


able in a comprehensive rehabilitation 
center 

The American Physical Therapy As- 
sociation* estimates that one physical 
therapist is necessary for 15 treatments 
a day. If this number rises to 20, the 
iddition of one attendant is required 
It 71 


given, five physical therapists and tw 


to 85 treatments a day are to be 


attendants are needed. It should be em 
phasized, however, that there are wide 
variations in personnel needs and in 
setting up the personnel budget in a 
new department it would be wise to 
seek the services of these specializing 
n the field 

When one regards the department 
from the standpoint of the total re 
habilitation process, however, modif 
cation of these requirements must be 
considered. If an occupational therapist 
it 1s reasonable to 


skills 


pre SC riptic mn 


s added to the staft 


suppose that the retraining for 


carried out according to 


will relieve the physical therapists of a 
certain segment of this load 

In taking a broader view of the total 
rehabilitation process, it may be rele 
vant to note that in agencies both pub 
lic and private the extent to which use 
of existing personnel has been inte 
grated generally leaves much to be de 
sired. The smaller hospital that can 


nor, like New York, for 


xample, staff its rehabilitation center 


Bellevue in 


with psychiatrists, psychologists, social 


workers, instructors for the home 


bound, and placement specialists should 
explore the resources of the 


and 


various 
official and 


118) 


state local agencies, 
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Above 


tain rails 


In the treatment area high cur 
using all types of 
Below: The 
equipped 
shoulder wheel, ex 


permit 
equipment in each booth 
rehabilitation gymnasium is 
with parallel bars 


ercise mats, mirrors and climbing ropes 
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BRISTOL MEMORIAL HOSPITAL — BRISTOL, TENNESSEE-VIRGINIA 









Memorial 
Tennessee-Virginia, the 


RISTOI 
Bristol 


Hospital at 


hospital that straddles a state line and 
almost got lost in the jurisdictional 
shuffle between state hospital planning 
Mod- 
com- 
The 
hospitals pub- 
lished during 1951 in the “Modern 
Hospital of the Month” series that has 

been appearing in this magazine 
Bristol Memorial Hospital was de 
Aydelort of A. L 
} 


Aydelort and Associates, architects and 


agencies, was selected as 1951's 
ern Hospital of the Year” by a 
month 


mittee of judges last 


committee reviewed 


signed by Alfred I 


engineers of Memphis, Tenn. The hos- 
pital was published as “Modern Hos 
pital of the Month” in The MODERN 
HOsPITAL for July 1951 

Members of the committee making 
Jack Masur 


chief of the Bureau of Medical Serv- 
Public Health 


Kingsbury, a member of the architec 


the selection were Dr 


ices, Service; Slocum 
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ALFRED L. AYDELOTT & ASSOCIATES, ARCHITECTS 


tural firm of Faulkner, Kingsbury and 
Stenhouse of Washington, D.C., and 
chairman of the committee on hospt- 
talization and public health of the 
American Institute of Architects; 
Marshall Shatter, chief of the Office of 
Technical Division of Hos- 
pital Facilities, Public Health Service, 
and Everett W. Jones, vice president 
of The Modern Hospital Publishing 
Company 

The Bristol Hospital was planned 
for 80 beds and includes office facili- 
ties for 14 doctors. An alternative plan 


Services, 


has also been developed providing an 
additional floor in both the hospital 
and doctors’ building; the additional 
hospital floor brings the total bed ca- 
pacity to 120 and provides space for a 
staff of 22 physicians. Cost of the proj- 
ect, including the doctors’ office facili- 
ties, is $11,800 per bed, making this 
one of the most economical facilities 


in the 1951 series 












My chief reasons for picking the 
Bristol manner in 
which the administration and certain 


project were the 
services used by both outpatients and 
inpatients form the connecting link be- 
tween the doctors’ office building and 
the hospital proper, and the general 
straightforward way in which the 
whole scheme 
of the committee stated in making his 


is handled,” a member 
selection. 
lack of toilet facilities in the nursing 
units. I realize that this runs up the 
initial cost of a building, but I am sure 


‘My chief criticism is the 


it adds to nursing difficulties.’ 
Members of the selection committee 
had difficulty choosing a hospital of 
the year, it developed in their com 
ments. “You certainly got together an 
excellent group this year and succeeded 
in making the choice a very difficult 
matter,” One committee member wrote 
Selecting the hospital of the year this 
(Continued on Page 148) 
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HOSPITAL 
CONSTRUCTION 


TR 


this article is to 


HI 


present 


purpose of 


the available statistics on 
the volume and character of hospital 
construction in this country 

The volume of hospital and related 
construction in this country 1s now at 
an all-time high. In 1951 
mately $914,000,000 worth of hospital 
construction was put in place. This 
compares with $812,000,000 in 1950 
The dollar value of hospital construc- 


1951 


appre )X1- 


tion place during 
umounted to more than five times the 
dollar 1946, 


first 


put in 


value of construction in 


the postwar year; it was almost 


six times the dollar value of construc 
1939, and a little than 


dollar volume 


tron in more 


four times the ot con 
struction in 1930 which was the peak 
tor 


to the de pression 


year hospital construction prior 

A considerable part of the increase 
in the dollar volume of hospital con 
struction in recent years is simply a 
reflection of changes in the purchasing 
dollar 


increased during the 


power of the Construction 


costs war and 
have risen steeply in the postwar years 
The 


stands at 
in 1939, 


index of construction costs now 


268'—compared with 100 


meaning that it now costs 


approximately $2,680,000 to construct 
a hospital which could have been con 
structed for $1,000,000 in 1939. How 


ever, even after adjustment is made 


for changes in the purchasing power 
of the dollar, hospital construction in 


1951 stands at an all-time high. In 


terms of dollars of constant purchas- 


ing power, hospital construction in 


1951 was more than three times the 


1946 volume, more than twice that of 
1939, and one and a half times greater 
than in 1930, the prewar peak year 


American Appraisal C« index tor 


November 1951 


mpany 


72 


HOSPITAL 


( In Millions 





CONSTRUCTION, 


1920 - 1951 


of Dollars ) 


At 1939 
Construction 


Costs 








| and Chart | show the volume 


Table 
of construction in each year from 1920 


to 1951, both in terms of current dol 


lars and dollars of 1939 purchasing 
power 

The figures presented here are those 
compiled cooperatively by the Depart- 
ment of Commerce and the Bureau of 
Labor Statistics of the Department of 
federal construction 


directly from 


Labor Data on 


projects are obtained 


the federal agencies concerned; data 
on other public projects and on private 
projects are based on reports of con 
tracts awarded compiled by the F. W 
Dodge Corporation and similar organ- 
Supplementary information 
( Hill-Burton ) 


the Depart 


Zations 
federally aided 


obtained by 


on 
projects 1S 
ment of Labor from the Public Health 
Service 

These statistics of hospital construc- 


tion show the estimated value of con- 


struction “put in place” during a given 
period. The figures are derived from 


the individual on contracts 


awarded by assuming that a project of 
a given dollar cost will be completed 


reports 


in a specified number of months- 
this varies with the size of the project 
and that specified percentages of the 
again the percentages 
project- 


total dollar cost 


vary with the size of the 


will be put in place during each month 
of construction Construction costs, 
as reported in these statistics, include 
the cost of fixed 


architects’ fees and 


equipment installed under the con- 
struction contract, but generally do 
not include the cost of movable equip 
ment 

The data compiled by the Depart 
ment of Commerce and Department 
of Labor as here presented are not 
confined solely to hospital and related 
centers and 


construction (health 
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EDUCATIONAL 


CONSTRUCTION, 
( In Millions of D 


RESIDENTIAL 


Residential 


AND 


Educational 


AND RESIDENTIAL 


1920 - 1951 


llars ) 





EDUCATIONAL 








clinics) but include “institutions” as 


well Institutions” include orphan 
homes, old people's homes, veterans 
homes, poor houses The 


Labor Statistics found that in 1951 the 


Bureau of 


value of institutional projects repre 


sented about 6 per cent of the total 
for hospital and institutional construc 
it estimates that in 


tion prior years 


the proportion of institutional con 


struction has probably ranged from 


about 5 to 10 per cent of the total 


No separate figures are available on 


hospital construction and_ the reader 
should accordingly bear in mind that 
the figures here presented slightly over 
state the volume of hospital construc 
tion 

Chart 


hospital construction to 


2 shows the relationship of 
educational 
and residential construction. Over the 
last 30 years as a whole the value of 


educational construction has been more 
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than double the value of hospital con 
struction. During the Twenties, edu 
cational construction was about three 
times that of hospital construction 
During the early Thirties, educational 
construction declined much more 
sharply than hospital construction with 
1933 the volume 


the result that. in 


of construction was about the same 


in both fields. Then educational con 
struction increased more rapidly and 
by 1939 than three 


times the volume of hospital construc 


Was again more 


tion. During the war years educa 
tional construction again declined more 
sharply and in 1944 there was actually 
more hospital than educational con 
struction. At present educational con 
struction is approximately twice the 
volume of hospital construction. Over 


the years hospital construction has run 


at about 4 per cent of total residential 
exhibited ap 


construction, and has 


proximately the same ups and downs. 

Table 2 shows the amount and rela- 
tive proportions ot public and private 
construction. Public  con- 
hospital 


hospital 


struction includes projects 
owned by the federal government and 
Private 


construction includes hospitals owned 


state and local governments 


by private organizations, nonprofit or 
proprietary, and individuals. In 1951 
construction of privately owned hos- 
pitals represented 46 per cent of the 
publicly 


owned hospitals, 54 per cent. During 


total and construction of 


the Twenties the relationship was 
about 52 per cent private, 48 per cent 
public. During the depression the 
construction of private hospitals de- 
clined almost to the vanishing point; 
public hospital construction declined, 
but to a lesser extent, with the result 
that the 
public hospitals amounted to three or 


volume of construction on 
four times the construction of private- 
ly owned hospitals. Again during the 
war years, the construction of public 
exceeded that 
the end 


he spitals Ce side rably 
of private Since 


ot the 


hospitals 


war, private construction has 
increased to a greater degree than has 
public construction 

Table 3 shows in greater detail the 
volume of hospital construction under 
various auspices. Since the war there 
has been a large amount of construc- 
tion of hospital facilities by the Vet- 
erans Administration. In 1947 some 
$30,000,000 worth of hospital con- 
struction was put in place on veterans 
facilities. This increased to $97,000, 
000 in 1948, hit a peak at $163,000,- 
000 in 1949, and declined to 
$134,000,000 in 1950, and to $120,- 
000,000 in 1951 

The 
program of the Veterans Administra- 


current hospital construction 
tion calls for some 75 projects provid 
ing a total of 36,504 beds, and entail 
ing construction costs in excess of 
$765,000,000. By the end of the 1950 
1950, 
construction 
By July 1951, 


according to the budget estimates of 


fiscal year, te. by June 30, 
$495 ,000,000 


had been completed 


worth of 


the Veterans Administration for fiscal 
year 1952, $512.000,000 worth of con 
struction was to have been completed, 
and by July 1952, $644,000,000 worth 
will have been completed 

The volume of construction on Pub- 


lic Health 


hospitals (exclusive of military hos- 


Service and other federal 


The Budget of the United States Gov 
ernment for the Fiscal Year Ending June 


1952, p. 134 








pitals which are not included in these 
statistics) is relatively small, amount 
ing in 1951 to only $11,000,000 
TABLE 1: VALUE OF HOSPITAL CONSTRUCTION PUT IN PLACE, INDEX Beginning in 1947, federal aid to 
OF CONSTRUCTION COSTS, AND VALUE OF CONSTRUCTION AT 1939 eon ae oe 
under the Hill-Burton program has 


CONSTRUCTION COSTS, 1920-1951 (IN MILLIONS OF DOLLARS) played a significant réle in the hospital 
construction picture. The first project 

Index of Value of under this program received final ap 
Value of oo pany proval in Se ptember 1947. The Bureau 


Censtruction (1939 =100) Prices f Labor Statistics estimates, on the 


basis of data provided by the Division 
ot He spital Facilities of the Public 
Health Service, that in 1948 36,000-, 
000 worth of construction was put in 


$ 63 


place on Hill-Burton projects. This 
increased to $124,000,000 in 1949, 
to $232.000.000 in 1950, and to $243,- 
000,000 in 1951. In 1951, construc- 
tion under the Hill-Burton program 
amounted to 27 per cent of all hospital 
construction and to 31 per cent of 
the total, exclusive of V.A. and other 
federal hospital construction 

Federal allotments to the states for 
hospital construction amounted to 
$75,000,000 for the fiscal years ending 
June 30, 1948, 1949, and 1950, to 
$85,000,000 in fiscal year 1951 and 
to $82,500,000 for fiscal year 1952 
Ac present, the states are using fed 
eral funds to pay about 47 per cent 
of the cost of projects, including equip- 
ment costs. At this rate the federal 
aid program, when it levels out, can 
be expected to account for about 
$176,000,000 worth of construction 
annually, including equipment costs, 
or about $140.000.000 worth of con- 
struction, exclusive of equipment not 
ordinarily installed under the construc 
tion contract 

The MODERN HospitAL has tor 
many years issued reports, known as 
Advance Construction Reports, on hos 
pital construction projects. Early in 
1951 the Division of Civilian Heaith 
Requirements of the Public Health 
Service, in connection with the allot 
ment of controlled materials to hospital 
construction projects under the Con 
trolled Materials Plan of the National 
Production Authority, undertook an 
analysis and tabulation of these reports 

Nonfederal projects reported on dur 
ing the period October 1949 through 
May 1951 were classified by state and 
an estimate was made for each project 
of the amount of construction put in 
place during the year 1950.* Reports 


on all projects which could be identi 
fied as Hill-Burton projects were 


eliminated inasmuch as information 


n these projects was available from 


other sources 
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The tallied projects, of course, did 
not include all those on which con- 
struction was put in place during 1950 
inasmuch as projects started prior to 
October 1949 were not, as a rule 
included. However, the construction 
put in place on the tallied projects 
did constitute so large a portion of 
all construction outside the Hill-Bur 
ton program, that it could serve as a 
basis for estimating the distribution 
of the total nonfederal, non-Hill 
Burton volume of construction ( $437, 
000,000) among the geographic re 
gions of the country. A similar 
distribution of the value of construc- 
tion put in place on Hill-Burton 
projects during 1950 ($232,000,000 ) 
among the geographic regions was 
estimated on the basis of the total 
construction costs of all projects thus 
far approved under the program. 

Table 4 presents the estimates thus 
obtained of nonfederal hospital con- 
struction put in place during 1950 by 
regions. It will be observed that the 
total volume of construction in rela 
rion to population is xreatest in the 
West North Central states ($5.82 per 
capita followed by the Middle At 
lantic states ($5.74 per capita). The 
per capita volume of construction was 
lowest in the East South Central states 
($2.64), and next lowest in the South 
Atlantic group of states ($3.76). The 
volume of construction in the region 
with the greatest volume is a little 
more than twice the volume of con 
struction in the region with lowest 
volume 

Some interesting relationships be 
rween the volume of construction un 
der and outside of the Hill-Burton 
program can be observed. In the West 
North Central states, with their high 


pet capita volume of construction dur 


ing 1950, only about one-fourth of 
the total construction took place under 
the Hill-Burton prograrn; three-fourths 


In general each report gives the con 
struction cost of the project and either the 
late of contract award or estimated date 
of completion of construction. In the case 
t each project it was assumed that the con 
struction would take place over a specitied 
number of months, varying with the con 
struction cost, and that the value of con 
struction put in place would be spread 
evenly over this period. The value ot 
construction put in place during 1950 was 
then calculated 

This analysis of the Advance Construc 
ton Reports was performed under my 
lirection while | was on detail to the 
Division of Civilian Health Requirements 
Permission to use the data has been ac 
corded by Wesley Gilbertson, chief of 


the division 
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TABLE 2: VALUE OF HOSPITAL CONSTRUCTION PUT IN PLACE, 1920- 
1951 BY TYPE OF HOSPITAL OWNERSHIP (IN MILLIONS OF DOLLARS) 





Per Cent 
Private 
Privote Public 
1920-24 49.9 50.1 
1925-29 53.0 47.0 
1930-34.... 36.2 63.8 
EP EEE eT eee 23.3 76.7 
1940-44 38.4 61.6 
37.0 63.0 
42.1 57.9 
45.7 54.3 





TABLE 3: TOTAL HOSPITAL CONSTRUCTION, CONSTRUCTION OF 

VETERANS ADMINISTRATION FACILITIES, OTHER FEDERAL HOSPITAL 

CONSTRUCTION AND CONSTRUCTION UNDER THE HILL-BURTON 
PROGRAM, 1935-1951 (IN MILLIONS OF DOLLARS) 


Veterans Other Federal Total Hill Per Cent Hill 
Administration Hospital Exclusive Burton Burton of Total, 
Facilities Construction of Federal Projects Exclusive of Federc! 





$ 45 
85 
96 
120 











TABLE 4: TOTAL AND PER CAPITA VALUE OF NONFEDERAL HOSPITAL 
CONSTRUCTION PUT IN PLACE UNDER AND OUTSIDE OF HILL-BURTON 
PROGRAM, BY REGION, 1950 


Non-Hill- Burton 
Construction 


Hill- Burton 

Per Construction 
Capita 

Value of 
Constr 


Value of 
Nonfederal 
Hospital 
Construction 


U.S - 
Population 


July 1, 1950 


Per 
Capita 


Per 


Total Capita Total 


Region 





Total U. $ 151,242,000 $4.42 $232,000,000 $1.53 $437,000,000 $2.89 
$2.46 
4.60 
2.86 
4.30 
1.77 
0.41 
1.45 
3.36 


3.16 


$ 22,942,500 
139,665,200 
87,312,600 
60,786,700 
37,582,000 
4,675,900 
21,063,400 
17,217,800 
45,753,900 


$17,771,200 
34,428,800 
37,328,800 
21,552,800 
42,177,600 
25,728,800 
33,848,800 
7,029,600 
12,133,600 


$1.90 
1.13 
1.22 
1.52 
1.98 
2.24 
2.33 
1.37 
0.84 


$4.36 
5.74 
4.08 
5.82 
3.76 
2.64 
3.77 
4.73 
3.99 


$ 40,713,700 
174,094,000 
124,641,400 

82,339,500 
79,759,600 
30,404,700 
54,912,200 
24,247,400 
57,887,500 


9,339,000 
30,336,000 
30,512,000 
14,149,000 
21,235,000 
11,499,000 
14,552,000 

5,121,000 
14,499,000 


New England 

Middle Atlantic. 

East North Central.... 
West North Central. 
South Atlantic. . . 

East South Central. . 
West South Central 
Mountain 

Pacific. 





OF NONFEDERAL HOSPITAL CONSTRUCTION DURING 1950 BY TYPE OF FACILITY 


(Value of Construction Put in Place) 


TABLE 5: DISTRIBUTION 


Total Hill-Burton Non-Hill-Burton 


Type of Facility Amount Per Cent Amount Per Cent Amount Per Cent 





$294,538,000 67.4 
117,553,000 
19,228,000 
874,000 
2,622,000 
1,748,000 
437,000 


82.2 
5.5 
4.3 


$190,704,000 
12,760,000 
9,976,000 
7,888,000 
10,672,000 


72.5 

19.5 
4.3 
1.3 
2.0 
0.3 
0.1 


$485,242,000 
130,313,000 
29,204,000 
8,762,000 
13,294,000 
1,748,000 
437,000 


General... 
Mental... 

We Uiccceede 
Chronic...... 


Health Centers. . 


Clinics. ... 
Nursing Homes. . 


$669,000,000 100.0 $232,000,000 $437,000,000 


Type of Project 
New. 
Additions 


$143,340,000 
293,660,000 


$126,210,000 
105,790,000 


40.3 
59.7 


$269,550,000 
399,450,000 


Total. . $669,000,000 100.0 $232,000,000 $437,000,000 





took place outside of the program. In sources as Table 4, shows the distribu the construction on health centers and 


the Middle Aclantic than 


states, less tion of hospital construction in 1950 chronic disease hospitals took place 


20 per cent of construction took place 
program. On the 
East South Central states 


under the other 
hand, in the 
more than 80 per cent of the entire 


took 


program. In 


construction place 
under Hill-Burton 
the South Atlantic states a little more 
than half of the 
under Hill-Burton; in the West South 
60 


volume of 


the 
total Construction was 


Central states, a little more than 


per cent 

It is quite clear from these figures 
that the Hill-Burton program is play 
ing an important role in increasit.g the 
volume of hospital construction in the 
poorer states and in distributing health 
throughout the 


facilities more evenly 


country 


Table 5, derived from the same 


76 


Ot the 
amount of nonfederal hospital 


according to type of facility. 
total 
construction put in place, general hos 
pitals represented 72.5 per cent, mental 
hospitals 19.5 per cent, and tubercu 
losis hospitals 4.3 per cent, with the 
remainder scattered among health cen 
ters, chronic disease hospitals, clinics 
and nursing homes. General hospitals 
make up 82.2 per cent of the construc 
Hill-Burton program 
cent of the non-Hill 
Very little con 
took 
place under the Hill-Burton program 
cent; by 


tion under the 
only 67.4 


Burton construction 


per 


struction on mental hospitals 


less than 6 per contrast 


almost 27 per cent of construction out 
side the Hill-Burton program consisted 


of mental hospitals. Almost all of 


with federal aid. 

Table 5 also presents information 
is to whether the projects are for the 
construction of new hospitals or addi- 
tions to existing ones. Under the Hill- 
Burton program 54 per cent of the 
volume of construction represents new 
hospitals. Outside of the Hill-Burton 
program, the situation is reversed: less 
than one-third of the total volume of 
construction is for the building of 
new hospitals; more than two-thirds 
represents additions to existing hos- 
pitals. This showing is in line with 
the fact that much of the construction 
under the federal aid program is in 
small towns and rural areas which have 
not previously had the benefit of hos- 
pital facilities. 
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N EXPERT has been defined as 

a fellow from out of town. My 
own revised version, sometimes known 
to scientists as “Allen’s Law,” reads, 
An expert is a fellow from out of 
town who won't stay there.’ 

For some reason I am continually 
being insulted by experts. I do not 
know why this is, as | am kind to the 
folks, pay my taxes—and incidentally 
I deplore all this talk about dishonest 
tax collectors—it is a well known fact 
that this country has the best tax col- 
lectors that money can buy—and I am 
quoted on the loyalty test at 7 to 5 
in the morning line. What more could 
you ask? 

Nevertheless, experts are 
making some derogatory remark to 


always 


me. For instance, I am sitting in on 
a seminar in Indianapolis conducted 
by the American Institute of Architects 
and an expert on acoustics is talking 
He is referring to the difference in 
acoustic properties between an empty 
room and one filled with people. It 
seems people absorb sound. Strictly 
speaking, the people do not absorb 
the sound; it’s their clothes. “Acous- 
tically speaking,” the expert went on, 
each of you in the audience is the 
equivalent of 4 square feet of open 
window. This gratuitous insult 
naturally incensed me. I did not look 
like 4 square feet of open window; I 
merely happened to be yawning 
And what happened the other day? 
I am about to make preliminary draw- 
ings for a mental hospital in Michigan 


and in a conscientious effort to catch 
up on the latest info from the more 
learned brothers I subscribe to a 
quarterly magazine so intellectual that 
it costs $7 a year and no pictures 
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ROGER ALLEN 
Roger Allen and Associates 
Grand Rapids, Mich 


What does it say in a lead article in 
the first issue I get? It says two 
psychiatrists have proved to their own 
satisfaction, but not to mine, that 

hearing defects are from two to 16 
times as frequent among the mentally 
deficient as among the population as 
a whole.” 

On reading this, I turned off my 
earphone and observed two minutes 
of sullen silence. 

Actually, my topic is the hospital 
expert, the consultant, the fellow from 
out of town, from the standpoint of 
the architect who is a general prac- 
titioner. This is a subject on which I 
have very decided views. I refer to 
them as “decided” because every time 
I have aired them a certain number of 
people — frequently, alas, potential 
clients—have decided that I had better 
go upstairs and lie down with a damp 
cloth on my forehead. 

The theory that the best hospitals 
are designed by architects who design 
nothing but hospitals is not susceptible 
of proof. I feel that if Frank Lloyd 
Wright, Alden Dow, Richard Neutra or 
half a dozen architects who, as far as 
I know, have never designed a hospital, 
should suddenly haul off and do so 
the effect would be the production of 
a hospital that would not only func- 
tion beautifully but be an agreeable 
esthetic experience to behold. You 
know why I think so? For one reason, 
because one of the best recent hospi- 
tals that I have seen, up at Salem, Ore., 
was designed by Pietro Belluschi, and 
I understand it was the first time Mr 





_ THE \QUESTION 
IS NEVER THE SAME 


an architect brings a 


fresh point of view to the 


Belluschi had ever tangled with the 
problem of the hospital 

Frankly, architects can make mis- 
takes enough of their own without 
being abetted by consultants. Let us 
examine a few of these mistakes, with- 
out identifying the authors, which 
would be embarrassing, especially if 
the author turned out to be me. Let 
us take the theory that recently had a 
wide vogue—the walls of a hospital 
should be mostly glass. Privately I 
consider this a result of the American 
passion for view windows; in fact, I 
once announced to an audience that 
the history of domestic architecture in 
America could be summed up in the 
phrase, “From few windows to view 
windows.” Nobody laughed 

I daresay there is some therapeutic 
value to sunlight; but I have never for- 
gotten the answer a nurse gave me 
when I was inspecting a hospital in 
which the entire outside wall of the 
patient's room was glass. I noticed 
that the draperies had been drawn so 
that only abour one-third of the glass 
was exposed. “Do you always keep 
the draperies drawn?” I asked. 

“Usually,” she admitted 

“Why?” I inquired 

‘Let me ask you a question,” she 
replied. “When you have a headache 
do you take a couple of aspirin and 
lie down in a room with the sunlight 
blazing in, or do you pick out a room 
you can darken?” I admitted I holed 
up in a dark room. 

“So does everybody else,” said the 
nurse, who was obviously a deep 
thinker. “If you think people come 
into a hospital for the purpose of 
hanging out the window and admiring 
the view, you are wrong.” 






problem of the hospital expert 
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The mechanical equipment of hos 


pitals, to jump around a little, has 
always seemed to me to be a subject 
of morbid interest. I do not know 
how many hospitals there are around 
the country where patients learn to 
their horror that they cannot use an 
ordinary radio, which uses alternating 
current, because somebody has thought 
fully 


direct current, but there are 


provided the institution with 
quite a 
few of them. This is a serious matter, 
berween a free 


TV 


grams you are treading on dark and 


for when you come 


American and his radio or pro 
bloody ground 

By what I can only consider a stroke 
of blinding genius, it has now occurred 
to one and all that oxygen can be 
piped to each and every room, thus 
eliminating the trundling through the 
hall of large cylinders. This is a pity 
in a way, because this healthful exer 
the orderlies, many of 


cise benefited 


whom developed large muscles and 
went on to basketball 


players of such eminence that they got 


win fame as 


indicted for shaving points instead of 
patients 

Let us return to architects, and the 
subject of the balcony. It is a well 
known fact that balconies can be in 
tegrated into the design of an elevation 
so that they break up the flat surfaces 
and make a striking light pattern. It 
seem to be well 


does not quite as 


known a fact that patients virtually 


never sit on these balconies. | have 
checked this repeatedly, and I would 
make a small bet that there are bal 
conies on hospitals all over this fair 
toot 


This 


that he dis 


which no sets 


land oa patient 


from one year's end to another 


may be due to the fact 


trusts balconies or to his suspicion that 
sitting on balconies is not included in 


his Blue Cross coverage and is hence 


an extra. Balconies cost a great deal 


of money and it would be better to 


light pattern worry over its 


let the 
wn problems 

I once listened to a consultant who 
knew all about the pharmacy depart 
ment of a hospital explain how much 
this facility 


floor allow tor 


in a 250 bed hospital. I checked after 


space to 


floor 


wards and found that the space 


figure he gave was greater than that 


occupied by the pharmacies of the 
three leading prescription pharmacies 
of Grand Rapids. Not ordinary drug 
stores, you understand; three phar 
macies doing prescription work almost 
exclusively. I am not prepared to 


idmit that a 250 bed hospital can use 
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up more pharmacy services than a 


town of 175,000 population, unless 
one of the pharmacists has set himself 
up in the distilling business and is 
retailing quarts of Old Recent to all 
comers 

One of the things that annoys me 
should say 


about consultants, or | 


some consultants, is their disinclina 
tion to hear me expound my views on 
the multiple use of rooms, whether in 
hospitals or other types of buildings 
Hospitals now cost so much money 
per bed that they have in many locali- 
ties priced themselves right out of the 
market. One that if some 
body decided 


modern hospital required a room for 


reason 1s 


tomorrow that every 


deep therapy for roenails, 


a few months it would be 


ingrown 


then inside 


axiomatic that a separate room must 


be provided for this dread scourge of 
doubling up 


mankind; to suggest 


and using the room devoted to deep 
for hangnails would be as 


Why 


therapy 
much as a man’s life is worth 
1s this? 

Educators are learning this lesson 
They learned it the hard way, but they 
learned it. In more and more school 
buildings you will find multipurpose 
rooms, as such, and more rooms that 
arises be used for more 
The problem is 


tougher in hospitals because there are 


can if need 


than one purpose 
fewer Opportunities for multiple use 
But 


By some 


there are some 


mischance I have 


where | 


strange 


arrived at point opposite 


came in. I am no longer so sure 
architects are brighter than consultants 
| will close hurriedly; this is defeatism 

Consultants can render valuable serv- 
ice in the designing of hospitals and | 
half a dozen of them who im 
prove any structure they assist on. But 
a consultant, an expert, a feilow from 


know 


out of town, 1s always in imminent 


danger of learning all there is cto be 
When this 
happens he’s sunk. A man who knows 


learned about his subject 
ill there is to be known about a sub- 
a dead duck. Better he should 
stay home and work doublecrostics 
His ideas, like concrete joists, are pre- 
He knows what the answer 
what the 


yect 1S 


fabricated 
anyone tells him 


He thinks it's the same 


is before 
question 1S 
question as last time 

This leads to Allen's No. 2, 
which reads, The question is never the 
There are 


Law 


same question as last time 


no “average” hospitals, no “average 
average” pretzel 


There are no 


bottling plants, no 
bending warehouses 
average anything. There are no average 
people. Every problem is different. If 
it weren't, you could have architecture 
as far as I am concerned. The thing 
that has kept me continuously excited 
about my profession for nearly 40 
years (I am an old, old man, particu 
larly of a Monday ) is that the problem 
is always changing, always different 
Unless you come to it fresh, as to a 
new problem, and one that nobody else 
ever solved completely and _ satisfac- 
torily, your buildings are not going to 
life men’s spirits. They're merely going 
to lower their bank accounts 
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Building and Equipping New Hospitals 


haa is the effect of the Con- 
trolled Materials Plan on hos- 
pitals? Will new hospital construction 
proceed in 1952 at the same high 
level? How well can we equip our new 
hospitals upon completion? 

1950, the Federal Security 
claimant 


In late 
Agency was designated a 
agency under the Defense Production 
Act. Immediately, the agency's respon- 
sibility in the field of health and sani- 
tation was delegated to the Public 
Health Division of 
Civilian Health Requirements was cre 


conduct the claimant 


Service and the 


ated to new 
program: Estimating, presenting and 
justifying the nation’s health and med- 
ical requirements for the civilian 
population—and allocating controlled 


materials to construction projects 


WHO CONTROLS PRODUCTION 

Control of production for defense is 
divided between the planning organi- 
zation of the Defense Production Ad 
D.P.A 
operating agency, the National Produc 
tion Authority—N.P.A. The Controlled 
Materials Plan—C.M.P 
effective July 1951, is 


described as balancing supply and de 


ministration and its sister 


which be 
came best 


mand within the known resources of 


steel, copper and aluminum—the three 
basic metals chosen for control. Twenty 
agencies in addition to the Federal Se 
curity Agency, as well as 35 industry 


N.P.A., 


national economy as 


divisions in represent various 
segments of the 
claimant agencies 

The Public Health Service claimant 
program is twofold 

First of all, the Division of Civilian 
Health Requirements grants permis 
sion to construct civilian hospitals and 
same time, it 


health facilities; at the 


issues individual allotments of con 


trolled materials. Second, but by no 
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under the Controlled Materials Plan 


WESLEY E. GILBERTSON 
Sanitary Engineer Director 
Chiet 
Division of Civilian Health Requirements 
Office of the Surgeon General 
Public Health Service 
Federal Security Agency 


means a subordinate activity, the pro- 
gram embodies a continuous analysis 
of the domestic distribution of health 
and medical supplies and equipment 
for civilian use. Other activities related 
to these two functions include repre- 
sentation on N.P.A. industry advisory 
committees and rendering assistance to 
industries where expansion ot produc 
The 


does 


tion facilities is vitally needed 
Public Health 


not, however, include the constructing 


Service program 
or equipping of military or Veterans 
Administration hospitals or water sup- 
ply or sewage disposal in the field of 
sanitation; these areas are represented 
by other claimant groups 

One of the initial steps taken by the 
Public Health Service in the pre-C.M.P 
period was to estimate the future con 
sumption of more than 1100 products 
which are essential to health and med 
ical care. Estimates were also prepared 
for the construction materials, particu 
larly metals, required for the building 
of hospitals and other health facilities 
coming under the jurisdiction of the 
Public Health Service 
authorities, the service urged expand 


To the control 


ing productive capacity where study 


revealed that critical shortages of 


health and medical supplies and equip 


ment might be encountered with the 
onset of defense mobilization. 

Under C.M.P., the Public Health 
Service receives quarterly allocations of 
controlled materials from D.P.A. for 
distribution to health facilities already 
construction—the majority of 
and to provide 


under 
which are hospitals 
for new construction “starts,” as well 
From the C.M.P. “bank 


materials, metals are allotted to eligible 


of controlled 


projects by issuing authorizations to 
purchase approved amounts. 

Issuance of allotments to each proj- 
ect follows careful screening for es- 
sentiality 

Today, all uses of critical materials 


demand careful examination 


THESE ARE THE QUESTIONS 


Why is construction of the hospital 
required—at this time? Can it be de- 
ferred for three or six months? Have 
been 


financing com 


arrangements 
pleted? How will the facility be 
staffed? Are enough doctors available? 
Nurses? What is the relationship to 
the defense effort? Will it serve an im 
mediate, or a potential, community 
need? Will it alleviate overcrowding? 
Will it replace or add to an existing 
facility? 

The 
questions are 


answers to these and similar 


reviewed by the state 
hospital planning agencies and the 
Public Health 
central offices in considering C.M.P 
New 
gently needed may have to be post 
poned for one quarter, or more. All 


Service regional and 


applications hospitals less ur 


applications are graded according to 


degree of essentiality. Projects are 


given first consideration if they in- 
crease, or maintain, beds in “critical’ 
defense areas where the need is urgent 
New facilities contemplated for com- 


munities not now served by hospitals 
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The CMP or 1951 figure in the above chart does not include 
beds converted from nonacceptable to acceptable categories. 


e since the begin 


r} number 1 
nun | 


represents 


n 


ils received 


processed since 
M P t paper 
Table 
quire 
percentages 


irements tor eact 


erred projects hel ver 


r 
vious quarter were approved 


per cent of the 276 first quarter pro 
posed 


| starts cot ithorized. An 


mproved materials allocation for the 
second quarter 1952 has permitted ap 
leferred projects remain 

irth and first quarters 

the proposed second 

well. Briefly, this 

the earlier trend of deter 


} } 


is been checked and reverse 


PROJECTS RECEIVING PERMITS 

One method of analysis is expressed 
in Table 2 which shows the number of 
hospital projects receiving permits and 
the number of beds they will provide 
New hospitals and expansions are in 
— 


cluded in the analysis but excluded are 


I 
projects for rewiring, boiler repair, re 
} 


roofing, or any similar jobs not adding 
ty of a tacility. The 
gures shown for the first half of 1952 
ire by their nature estimates, and, as 
such, represent proposed hospital proj 
ects approved on the basis of the con 
trolled materials available for allorment 
as of the end of January 1952 
We estimate the expected total of 
idditional hospital beds to be provided 
by new construction projects starting 
luring the 12 month C.M.P. period 
] 


beginning July 1951 and ending June 


1952 as approximately 36,000. These 
6,000 new beds represent only part 


of the expansion in he spital service 
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ical supplies as ‘preferred products’ and 


Fable 1—P.H.S. Requirements and C.M.P. Allocations for Health Facility 


Construction by Calendar Quarter along with 


give them top priority 


many military items,’ the division's 
lirector, Harry ] Holbrook, has stated, 
adding, “Hospital kitchen equipment 


for example, is vitally important to the 


Copper Wire 
ond Brass Mill 
Products 
(thousands of Ibs.) 


Carbon and 
Stainless Steel 
(tons) 


Aluminum 
(thousands of Ibs.) 


successful operation of our medical care 


Third quarter 1951 
institutions. We will do our best to see 


1,059 
550 
52 


102,852 
75,475 


7,256 
4,514 


Requested. 


Received that sufficient materials are channeled 


Per cent of requests received 73 62 


Fourth quarter 1951 


Requested.... 
Received 


First quarter 1952 


Requested 
Received 


Second quarter 1952 
Requested 
Received eee 
Per cent of requests received 


Table 2 


101,206 
81,529 


Per cent of requests received. 81 


99,305 
71,285 


Per cent of requests received 72 


Construction of Hospital Beds Authorized Under the 


Controlled Materials Plan 


Period of Authorization Issuance 


(July-Aug.-Sept 
(Oct.-Nov.-Dec 
(Jan.-Feb.-Mar.) 
(Apr.-May-June 


uthorized under C.M.P. Approxi 
mately half of the applications received 
represent projects which relate to im 
Ob 


will be 


provement of service and safety 


viously any existing beds 


certified as acceptable by state agencies 


ifter Construction is completed 


THERE WILL BE DELAYS 


} 


ind | 


These figures icate that today’s 


rate of hospital construction is not 


, 
meeting today’s needs. It is evident 


that although hospital construction 1s 


proceeding quite well, the present rate 


of programming will cause some de 


lays in 


Nevert 


without ( 


progressing toward the goal 


heless, it should be stressed that 


M.P 


competing for 


contractors would be 


materials in a scarce 


market, opening the door to price 


ibuses and other discriminatory prac 


tices 
In N.P.A 


Visions 


there are two industry di 


whose programs are allied to 


a. These are the Consum 


ers Durable Goods 


Scientific and 


Division and the 


Technical Equipment 
Division. Both share responsibility for 
the allocations of metals to manufac 
turers of hospital supplies and equip 
ment 

j 


The Scientific and Technical Equip 


ment Division allocates controlled ma 
3, March 
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Estimated 
Additional Beds 


Number of New 
Projects Approved 


120 
160 
100 
120 


9,800 
10,300 
7,100 
9,000 


terials for the manufacture of surgical 


and medical furniture, equipment and 


accessories, optical instruments and 


ophthalmic goods, laboratory, dental, 


surgical, medical and scientific in 


struments, and surgical and ortho 


pedic appliances and = supplies. In 
this division's essentiality classification 
there are three preference groups. Our 
interest is in the second (just below 
direct armaments and defense require 
ments) where the medical and surgical 
types of equipment required for civil 
ian health use have been placed. 
According to its director, Howard 
A. Pringle, the Scientific and Technical 
Equipment Division “is exerting every 


effort to provide sufficient medical 


equipment and instruments for bot! 


military and essential civilian needs 


Some substitution of less critical for 


more critical materials may be neces 
sary whenever the functional qualities 
of the product will not be impaired by 
such substitution. There is every indi 
cation that there will be adequate sup 
plies in all essential categories for all 
needs in this field. 

The Consumers Durable Goods Di 
vision classifies as preferred products 
all items possessing military, public 
health, medical or civil defense appli 


cation. “We consider health and med 


into these essential products to care 


for real needs 
The increase in civilian demand and 


ascending military and civil defense 
purchases are responsible for the en 
larged demand for medical supplies 
Population growth, improved living 
standards, and the general economic 
status have produced a popular demand 
for more, and better, medical care. This 
has, in recent years, contributed to the 
increased civilian consumption of med 
ical supplies 

As for the 
that its procurement program will ab 


sorb $425,000,000 of medical supplies 


military, it is believed 


before July. Balance this expenditure 
with the fiscal year preceding Korea, 
ending June 1950, when $35,000,000 
was the extent of the same program 
Appropriations for civil defense pur 
chasing of medical supplies were made 
19ST; in 
pected that civil defense buying will 
75,000,000 and $85, 


available in 1952, it is ex 


range between $ 
000,000 of combined federal and state 
funds for emergency stockpiling 


SCRAP DRIVES PROMOTED 

In a sense, part of the control prob 
lem cannot be readily solved. The con 
available are not 


trolled materials 


sufficient. Scrap drives to recover usa 
ble metals are being promoted. Pro 
xrams for € xpanding me tals production 
way. It takes steel to 


produce steel. We 
nificant portion of the current supply 


are well under 


know that a sig 


of controlled materials must be devoted 


to increasing industry's productive 


Capacity 
The first months of controlling ma 


terials and production have been a 


period of transition. We may expect 


to see in 1952 a lengthening of the 


transitional period, and a sharpening 


and tightening of control measures. At 


the same time, we may expect that, 


with no change in the international 


atmosphere, construction of hospitals 
and the manufacture of medical sup 


plies and equipment for civilian con 


sumption will continue because they 


are recognized as indispensable health 
programs—but the level may be lower 


than we want to see 








Finance Commission Moves Ahead 


as critics wave arms about “bias” 


ROBERT M. CUNNINGHAM Jr. 


CHICAGO 


CLAIM NOT JUSTIFIED 
In recent 


M 


SSsions 
Follow 
ferences 


ospital 





Gover 


The MODERN HOSPITAL 





BECKER 


necessity have to fill the 


gap that exists in Our present system ot 
health 


address to th Ohu 


financing Services 


personal 
Becker said in an 
Hospital Association at Columbus tw 
nave 


methods of 


io. “Government will 
issist in coordination of 
prepayment,” he continued. “Govern 
ment must assist in financing the facili 


ties needed to supply hospital beds to 


ul communities. This governmental 
must not blind us to the 


importance of individual respon 


pal 1¢ ip ition 
preat 
system 


sibility in this evolving 


our citizens first 
group appro. 


But when 


Traditionally 
individual and the 
their problems 
failed, 


vernment 


solve 


ettorts have they have used the 
instrument of g If the med 
cal profession fails to work with the 
t! If mutual 


people in the solution of their 


problems, the people—who, after all 


ire the government—will take the next 


step 


MISUNDERSTAND A.H.A. ROLE 


When they arent ling abou 
he staft, A.A.P.S Miss 
ibout the 


relations 


brow 
and Shearon 
ire. worrying 
berween the commission = and 


Hospital 


exhibiting 


American Association and 
considerable 
tanding as to 

is. “The commission ts 


the A.H.A. and 


control,” an 


actually 
A.A.P.S 


This is an 


inder its direct 
asserted recently 


inderstandable error, perhaps, since the 


newsletter 


was in fact conceived by 


ommission 
the A.H.A : 
SIX member planning committee whict 


for study 


three years agi But the 


lrafted its outline includ 
Dr. Morris Fishbein 

A. Journal, and Dr 
A.M.A. president-elect, and 
as it has evolved ts not 


A.H.A. or 


ind can proceed 


then ed 
Louis 
now 
mmission 

to the any othe 
inde 
1952 
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SHEARON 


pendently wong whatever lines, and t 


whatever conclusions, its members may 
1ECcree 


There are doctors of medicine 


imong the commission s 52 members 
Most of these 


cal education, hospital administration 


are connected with med 


or public health—all fields which the 
iverage doctor in private practice con 
templates with raised eyebrows. Onc 
Leonard W 
a patholo 


commission member, Dr 
Bismarck, N.D 
trustee of the American Med 


Larson ot 
st Is 
Association, but the field of private 


yractice is not represented directly on 


the commission at all. The commission 


is planning, however, to include such 


representation on a technical advisory 
committee now being organized 


Stated objectives of the 


study include 


commission 
analysis of the eftect of 
j 


medical practice on hospital costs, de 


need and demand 


for hospital services and 


termination of the 
INVEstigatior 


of methods for facilitating the most 


effective utilization of hospital re 


all areas necessarily imping 


not actually intruding, on the 


1 


private practice of medicine, and all 


therefore certain to send a tew sensi 


tive doctors ducking and weaving int 


the middle of the ring 
While there is probably no way t 
iwoid a certain amount of conflict be 


tween the Commissions findings ane 


eventual recommendations, on the one 
and independent, untrammeled 
ite practice on the other, the im 
int thing will be for all hands to 
inderstand and emphasize the fact that 
from 


modern 


such conflict emerges naturally 


financing 


j 


the difficulties of 
] and 1s not 


medical care indicative of 


iny desire on the part of one group to 


dominate or control the activities of 


another. Fears that the Commission's 


recommendations may reflect or lead t 
al domination” should be allevi 


hospi 


ated by the presence on the commission 
of Dr. Larson, Dr. Morris Fishbein and 
Dr. Paul R. Hawley of 
all doctors who 


the American 
College of Surgeons 
are not easily dominated. 

Beset as it has been by these prob- 
lems of philosophy and personnel, the 
commission has nevertheless been busy 
organizing its staff 
the months of tact finding and evalua 
initiating a 


and materials for 


tion that lie ahead, and 
pilot study that is now well under way 
in North Carolina. Reporting recently 
to the mid-year conference of state hos 
pital association pre sidents and secre 
taries, commission director Graham 
Davis said the regional conferences had 
highlighted such problems as the neces 
sity for identifying factors affecting 
hospital COSTS reducing costs, the need 
for investigating utilization of hospital 
facilities, the whole area of third-party 
public and 


payments, and hospital 


personnel relations 


ANALYZING THE MARKET 


North Carolina study, Mr 
the staff is analyzing the 


In the 
Davis 


market for hospital services, using the 


Said 


same technics that industrial organiza 
area studies to 
market for 


tions employ in their 


determine the potential 
specific products. Following completion 
North Carolina 


study, problems of production and dis 


of this phase of the 


tribution of health services there will 
be investigated, he stated. Later, pub 


lic relations and public education pro 


grams will be introduced to test various 


| 


methods of changing and improving 


public attitudes toward health service 
and the utilization of health facilities 
The broad scope and objective naturc 
of the state study have important long 
range implications for the better health 
j 


North Carolina and 


Dav 1S 


ot the Pp ople ot 
the United States Mr 
cluded 


If this ts 


con 


the kind of general asses 


tion that elevates the blood pressure 
of doctors who belong to A.A.P.S. and 


' 
kind ot 


hopeful expression 


similar it is also the 


groups, 
looking 


that gives medical and hospital groups 


forward 
ind the public, their best assurance that 


he American voluntary medical care 
system will survive and improve with 
out the kind of radical change every 
body fears. The 
Harry Beckers of the medical care field 
Marjoric 


tneir 


Graham Davises and 


are distinguished from its 


Shearons, among other ways, by 


belief in Abraham Lincoln's dictun 


that “the dogmas of the quiet past are 


inadequate for the stormy present 





The maximum speed of the centrifuge with a full load is 7000 r.p.m. 


A little ingenuity went a long way 
in developing this time and money saving 


High Speed Centrifuge 


N 1950 departments of 
Paterson General Hospital, Pater 


son, N.J., cooperated to develop 


Various 


high speed centrifuge designed to save 


time and money and increase the 


efficiency of the hospital laboratory 
The frame of the 


entirely of 


machine is built 


aluminum rods and plates 


that were precut to size, thus limiting 


the machine work at the hospital t 
dril'ing holes for the machine bolts 
The cast by the Bendix 


Aviation Company trom a wooden pat 


rotors were 


tern carved by a professional pattern 
maker from a crude drawing supplied 
by us 
ceatrifugal to ensure 
geneity of the The 
was a special mixture of magnesium 


The casting was made by the 


method homo 


metal alloy used 


84 


ind aluminum mn Casting 
was such ¢ according to Bendix 
engineers, the castings could stand the 
strain of 000 revolutions per 
minute wi special balancing 


MOTOR 


The m« of the centrifugs 
type tl 


Nha ines second 


hand 
rigidly on the frame of the machine 


The shaft of the centrifuge lies against 
two special ball bearings made by Bos 
ton Gears Company. The single bear 


ing pillow was machined in the 


hospital from a unique piece of brass 
This pillow is supported by the frame 
through several thick 


of the machine 


RAYMOND JONNARD, D.Sc. 


Biochemist 


HARVEY M. RADEY 


Administrative Resident 
Paterson General Hospital 
Paterson, N.J 


nesses of soft rubber pads. The inter- 
changeable rotors are carried by the 
shaft by means of soft rubber bush- 
ings. The motor is connected to the 
centrifuge shaft by a clutch. This clutch 
a No 
per bearing two crossed slits, that is 
shaft. The 


stopper fits loosely into a hollow brass 


consists of solid rubber stop- 


clamped to the motor 
lower ex- 
The 
motor 


cylinder fastened to the 
tremity of the centrifuge shaft 
clutch functions only after the 
has picked up sufficient speed to make 
the slits on the stopper open enough 
to increase its diameter. This ensures 


good contact with the walls of the 
hollow cylinder 
A Variac 


control of the 


transformer permits con 
Such 


vibrations 


tinuous speed 


construction prevents all 


from being transmitted from the 


motor to the centrisuge and converse- 


ly; it also makes unnecessary any 


dynamic balancing of the machine 


whose various moving parts find their 
own center of rotation independently 
of one another 


ROTORS 
‘The machine is provided with two 


One is a conical head that 


will accommodate 12 


rotors 
standard bronze 
shields for 15 mm. heat-resistant glass 
tubes held at an angle of 56 degrees 
The other is a flat disc 
iccommodate 16 Wintrobe hematocrit 
The maximum speed of the 
full 7000 
revolutions per minute. At 


LroOoV ed to 


tubes 


machine, with a load, is 
that speed 
it is possible to keep a nickel stand- 
yt the machine 


time. 


ing on edge at the base « 
for an indefinite period of 
COST 

The 
less than $100 
made of a $6 tin pot 
the kitchen. The 
duced by this thin-walled pot, because 


total cost of the mackine was 
The protection shield 
was trom 


x yund waves pro 


of the suction of air by the centrifuge, 


had a particularly unpleasant high 


pitch. Transmission ot 
was prevented by strapping several 


these waves 
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tongue depressors to the 


surface of 


Ni WwW 


normal telephone conversation can be 


the pot with adhesive tape 


maintained in the room 
SIZE 


Th 1 
The over-all 


limensions 
ine are sucl 

nary refrigerator 

centrifugetions 


controlled temps 


RESULTS 
Hematocrit 
take from 30 to 40 minutes centri 
e usual clinical centrifuge 


now require only seven minutes. The 
p sedimentation of serum globulin 
1 requires only 


Kingsley Ss | 


ites, whereas it formerly took 


meth« 


an hour of centrifuga 
in equally difficult paper filera 
ot the 
the recovery of pathogenic 
dense viscous body 


from 
Numerous 


experiments nave 


case of sputum 


hou 


1090 r.p.m. would 


even one 
oportion of viable 
( Mycobacterium 
I Con 
labor it¢ ry 
} 


experiments 


hown consistently SENCE 
organism in the supernatant 
ir recovery in great numbers 
atrer 10 


sediment minutes of 


7OOO rp 
p-m 


SUMMARY 
After one years operation tht 


speed centrifuge has more than repaid 


examinat 


several roxicological 


vestigations, where extremely fine 


itates produced are usually dif 


recover quantitatively by the 


isual methods. The frequency of posi 


ngs of TB by this method is 


1 
ipproaching clinical 


ot positive 


e use of the machine has 


liagnosis 
increased the number of examinations 


performed by allowing 


uch examinations as pe tas 


sodium which heretofore 


be done for lack of time 


iddition of this machine to the 
a. 


laboratory has indirectly improved the 


lity of patient care and has demon 


again that good inter 
] 


departmental relations are essential in 


iny hospit il 
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VOLUNTEER ACTIVITIES 





“1951 Story” Is Worth Reading 
he 1951 Story” of the women's 


Hartford Hospital, Hart 


ford, Conn., is a 12 page printed book- 


auxiliary of 


drawings and 
The 1952 


dramatic, for 


let illustrated 
story should 
Mrs 


Jones reelected president 


photographs. 


be yust as 


George N 


! 


things will no doubt continue to hum 


with 


Illustrated on this page is the work 


the sewing group, with 24,900 


work to its credit for the 
rty-six layettes for use by 
service department were in 
Also illustrated is the work 
which 


aste and judg 


lecorating committee, 
ar exercised its t 
redoing the doctors 


ment in lounge, 


the men employes’ lounge, a doctors 
room near the lobby, three 


in South 


conference 
Building, the 


memorial room in the pediatrics de 


waiting rooms 


partment, and waiting rooms in the 


ind admitting departments 
Hartford 


auxiliary calls the 


auxil 


te 


brings the 
store t cne patients bedsi 


Yankee Peddler 


is well, and 


There is a 
volunteers 

marge one day each week 
Cheney Library 


Rehabilitation Center 

Citizens of Montclair, N.]., have set 
up a Rehabilitation Center and its loca 
tion is in the physical therapy depart 
The 


about 


ment of Mountainside Hospital 


local committee has raised 


$2000. The hospital's auxiliary is 


active in developing the center, which 


needs more space and equipment. A 


part-time secretary has been employed 


for the physical therapy department 


and volunteers are helping. The next 


step is a training course for volun- 


teers, as the completed center will 


include occupational therapy as well 


Sets Record Membership 

Forty chairmen at church parishes 
throughout Greater Hartford pound 
pavements, ring doorbells, and make 
telephone calls to sign up new mem 
bers from each individual parish in 
the women’s of St 
Hospital, Hartford, Conn 

By that method only is the auxiliary 


auxiliary Francis 


able to keep growing, for it lays claim 
to being the largest organization of its 
type in the East. Any group that dis 
putes that claim will have to furnish 
proof of more than 7000 members 
It has taken the St. Francis women only 
5 years to build an auxiliary from a 
starting force of 12 determined women 
to this enthusiastic corps of 7000 

The kangaroo-like strides of the St 
noted also 
by means of its pledges. In 1926 the 
$1000 for the 

In 1951 the 


women pledged the sum of $80,800 


Francis auxiliary may be 
women set Out to raise 


hospital, and they did it 


to equip the third floor west section 
of the new maternity and gynecology 
This 
large project has been broken down as 
$22.500 for 


wing of the lying-in pavilion 
a solarium, $36, 
$15,400 
$15,000 


follows 


OOO for two large nurseries, 


for two premature nurseries, 


for a precaution room (to isolate in 


feared to have communicable 


and $2000 for 


tants 
disease ), a linen room 

Cheer Cupboard, the auxiliary’s gift 
shop, is little more than a year old. A 


snack bar and library are a part of it 


Illustration from "The 1951 Story" of Hartford Hospital 





Social Medicine 


On the Significance of Death 


in hospital practice 


fellow men, th ital wie all dea il irclessness i hastened the end 

{ In any situati where clinical judg 

ar were friendless when the ment dominates the issue of lite and 

friendship was m; These death—and judgment of this kind can 
significant i t not possibly be uniformly 

ospital effort beha if ostly mistakes may be made Ir 


I 
Does the administrat vould be an unbearable and indeed an 
example, need a better arg nreasonable burden on doctor and 
the existence ¢ a hospit il executive alike to expect per 
ment or, better st tect judgment « occasions, but tha 
this kind o dy i Iways be 
ipproximared t a herever 
ieve triendshy r it can be harnessed, and kept under the 
closest. observati ind discipline 
ill times 20) t { WZ There 
same is nothing as final 1 
wed | ’4 reported cases. Of ing which history 
number almost 6000 were class: vouringly, however 
s violent deat! Aside from may have deserved immortalt 
res, 9000 were classi Heaven, in Valhalla or in 
Yet tne rep rt 
rtem examinations WE CAN ONLY TRY 
tewer than SOOO One might 
tal reported executive an 


sresumably is persor 


hHcnomecne 


well 


might 

vived into an age when the end 
more a phenomenon of nature than in 
the early years. We never can know 
We can only try with unexceptionable 
energy to apply any lesson that migh 
be learned from each incident. This 
requirement is all the more significant 

when you stop to think that the eme 
n of fear is a complication of every 
the admission of a pi 

ospital 

prevention of a fatal outcome 
. issignment for any hospita 
r, with lesser m tl idmission of a patient. Deatl 

the extent of must be prevented and postponed 


the torm ot ill costs. even if it sometimes thwarts 
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imminent, 
much 


There 


how mat 
final 

ire more 

s definite 
ses often have 


es. We 


ram net in 
extent we 
family 


com 


t his immediate horizon. If it is a 
malignant growth that is gnawing at 
he often suspects the worst 
ind it is his problem, in particular 
which troubles us most when we pond 
er the question as to what he may be 
told 
As we know from the history of wat 
nd peace, some patients would have 
the sun stand still until some kind of 
victory can be achieved. Others, like 
the one recommended in Bryant's 
iatopsis, “wrap the draperies of 
couch about them and lie down 
pleasant dreams Still others in 
ir agony repeat the words of Job 
lay perish wherein I was 
born Between these extremes one 
inds all kinds and conditions of men 
Some meet the end like heroes, while 
hers tremble at the thought. The 
hospital executive must be a good 
judge of human nature indeed to deal 


successfully with each instance 


DON’T FRIGHTEN THE PATIENT 


Many of us working in a hospital 
ve at one 1 or another consid 
idvisability of asking ante 

rtem permission for autopsy In 
instances this would be a crude 

ie] procedure which, carried 
imit, might well destroy those 


very defenses which we are trying & 


patient and his family 
} 


that a patient is strony 
spiritually to be told and it 
feed that he is strong-willed 
point where he can consider 
We might remark at this 

s preferable to tell the 

an to let him dis 
trightening con 

special death-room in 

1 the use of heartless 

ions such as “incurable,” “can 


consumptive ward,” and 


l death have been pre 
vented?” should receive its answer by 
he governing authorities of the hos 
pital and the lesson should never be 
permitted to be forgotten. During the 

of any man’s illness the process 

is restoration to health and useful 
ness should be helpful to each succeed 
ing patient In some instances this 
idditional lesson can be learned more 
onvincingly and more productively 
when the clinical mind is, at the same 
ime, a critical, imaginative and crea 
tive mind. Which hospital executive 
imong us has not made this observa 
tion, whether or not he is in a position 


make the greatest use of 1t7 








It is natural, and in keeping with the 


When Ge 


line leficit is often the 


{water penned his tamous 


symbol of | best traditions of mutual aid, for the 


noble ambiti | ist have had hospital executive, among others, to 


more than the fin | deficit in mind. employ every device available in an 
He I la ettfort to help 


ness and urgency wear off before the 


However, since acute 
condition is cured—provided there is 
cure of any kind 


continue and not be as 


to be a and since 


illness may 
demanding in its call for help, the hos 
pital executive must have his ears and 


call 


though sub 


rinciples when 1 ill his 


ire believe 


other senses attuned to a 


trom the which 


{ 


patient 


may be q ute Ominous 1n its 


High 


ination or shock are not the only 


temperature cx 


uses of death. It can, and 


often does, occur by a process of 
tenacity 
The 


executive 1s 


ition, unmatched by the 

stubborn doctor 
hospital 
rive must be active as 
ibove all, it must 
Could 


better iS 


ind unyielding 


have done 


never h every he spital execu 
there 


ssibly himself and 


solve tor 


times when the answer will le 


m into the realm of the highest 


statesmanship 


There ire of course iccidental 


but these must not occur in 


] 


the hospital through failure of human 


IT REMAINS A PROBLEM 
Nor ; lik thi id or mechanical 


esson | safeguard The right 
must be 
iministered the patient at 
1 f t } t patient a 


right time ut it is not enough 


arge up negligence to experience 


is playfully referred to in 


of the market place as 
A death of this kind 
sobering experience 
nd sometimes much 
resist the tempt. 
useless 
} 


reecry done 


tion where there 1s 
It is perverse t 
intibsocics, chem« 
idministration ot 

its derivatives can save 
tation of careless surgeon 
ir timely administration 


These remarks on grim subject 


fant ae ae wa eee yeng 
Cpresente i) HcoioLry DY an iveny 


ingel with whom we as hospi 


ves must come to grips, apply 

ind to poor 
in the presence 
image they 


made More 


been contributed to hos 


OS} Whose 


Nowhere 


bee n 


friendless and the 


1 the 
contributed 


in were ever 


other motive. This ts in 


deed the basis of the voluntary hospital 


of our time, yet grief is a painful 
stimulant to giving, and every hospital 
executive must take this bit of human 
Kindness to 


who 


psychology into account 
an obscure and humble 


no friend to follow 


patient 
may have him to 
his last resting place, will continue t 
have its reward as long as man is will 
ing to accept the role of his brother s 
keeper. In a very real sense the public 
it large seems forever to be peering 


1 make 


Windows sure 
that what goes on within is in keep 


through our 


ing with the best interests of the com 


munity 


ADDING INSULT TO INJURY? 


The implied threat contained in the 


question Are we adding insult t 


injury in our hospitals?” compels our 
ition Are we in 
our hospitals committed 
form of 


rather 


CONSTTUCTIVE Co nsider 
forever to a 


mechanical therapy, often 


applied to the part than to the 


whole, without regard to human, socia 


and environmental considerations?” If 
so, we have handicapped ourselves in 
angel of 


our race tO Outmaneuver the 


ath 
and the new dis 


The 
] 


ciplines of social med 


new technics 
ne are at hand 
for the prolongation of useful life, as 
well as for the immediate 
first aid He 


them is destined to walk in darkness 


purposes ot 


who turns away from 


Death involves far more people than 


the patient himself, to whom it may 


indeed come as a wholesome relief 


from a calamitous life. It can involve 


these people in an endless chain of 


sorrow tor which time ts otten the 


ony cure 


end, when death 


strikes in spite of our best 


Ir is at the very 


etforts, that 


there is left to us one more task t 


Having 


perform searched our souls 


for administrative measures that might 


help to prevent a repetition of the 


tragedy, we still owe it to the dead 


their representatives, friends and neigh 


bors, to explain the fatal outcome in 
j 


derail while there is yet time, and 


make the last ettort 
of nature 


to solve a mys 


terious process before the 


mystery 1s forever sealed up in the 


The 


executive in 


earth success of the hospital 


winning the consent of 


the next of kin to postmortem exam 


ination is the measure of his earnest 


ness, devotion and efficiency with vital 


hospital problems like these and, in 


the most profound sense of the term 


the measure of his usefulness to the 


community 
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TONSILLECTOMY Without Tears 


An attractive little booklet prepares parents and 
children for the experience by means of text and pictures 


I | OW a modern hospital prepares 
children mentally tor tonsil op 
eration ted by a new child's 


st of the year by 
Bay 


iS 1S ill Stra 
ook 1 the fir 
Children’s Hospital of the East 
Oakland, Calit 
Entitled “Going to the Hospital 
designed to help prepare 

the experience which ts 

hospital 
ad 


Irst’ Visit 


» Richard Highsmith 


is given to every tonsil 


t Children’s Hospital, usually 


— << 


| 
ocmweree 


4 


MULL 
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MRS. L. A. WILLIAMS 


Director of Publicity, Children's Hospital of the East Bay 
Oakland, Calif 


several days or more in advance of the 


operation 


At Children’s Hospital of the East 
to prevent 
him 


Bay, we make every eftort 


i child’s fear, and to reassure 
Dr. Luigi Luzzatti 


d We think it most 


the child be psychologically pre 


medical director 


iImpe rtant 


that 
pared for the experience, and this book 


will help him adjust to it,” he said 


While the book is for the child, a 
insert directed to parents 


detachable 
tell the child why he 


them to 
is going to the hospital 
what will happen there, how long he 


urges 
in general 


will probably have to stay, and other 


rmstructions 
The story is about Billy who has his 


tonsils out 


On the operation 


morning of the 


In the relaxed atmosphere of the playroom, young patients awaiting ton- 
sil and adenoid operations play until it is time to go upstairs to surgery. 


si 


i 


~*~ 


q 


'ttebeneeg, i 








CHILDREN’S HOSPITAL OF THE EAST BAY 


GOING 
TO THE HOSPITAL 





ised or trightencd 1 anesthetist 
to go to surgery or anesthesiologist ta » the child 
then comes for Billy, and until he goes to sleep 
they walk upstairs to the Parents are permitted to be witl 
room. He has been told the child when he first awakens minus 
m—about the nurses and his tonsils. If they say they will visit 
l ] 


on, about the tables = him at a certain hour later in the day 


he isn’t too sur they are urged to keep the promise 





AY\ 
x 
ASY 

mZ 


. \A 
Len, 


¢ nurse's hand and went up to the next floor 


t 
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74 
g [}) AY f 


\ 


m glad’ and handed me my teddy bear 
»me for you in the morning 


so good going down my throat. 








rested that the child color the pic- with a committee which included 
tures. Paper stock is suitable for either Louise Baker, director of nursing, Dr 
ayon or water color Luigi Luzzatti, medical director, Ruth 
Drawings in the book are by cour Thomas, director of social service, Mrs 
tesy of Mildred Bronson, Berkeley art- Florence Svenson, head of the out 


ist, and the original text was written by patient department, and Mrs. E. I 


Elizabeth Elkus of the hospital's Child Tucker, the hospital's occupational 
Development Center, in collaboration — therapist 








78, No. 3, March 1952 





The “Gift Horse” Shows its Teeth 


on the subject of those Christmas gifts, 


donations and convention cocktail parties 


A MODERN HOSPITAL ROUND TABLE 





Mr. JONES: My 


illed t ver yortant questior 
Christmas — LD hospital administrators, be presented in this and succeeding 


kind of purchasing agents and others with issues of The MODERN HOspPITAl 
bribery b Ving resp nsibilities tcCCept expen with the permission ot the association 
word f sive Christmas gifts from suppliers Taking part the discussion that is 


What about convention cocktail parties presented this month were: Carl Reis 
I I 


problem 


his whole nd r forms of entertainment? Is man, Surgical Selling Company, At 
Christmas als to ask s ippliers lanta. Ga... Dr. Eugene Rosenfeld, ad 
{ raising I ministrator of the Long Island Jewish 


Hospital at Queens, Long Island, N.Y 
j 


Herbert L. Crowley Jr.. Crowley and 


ind still m donations 


nfluencing 


The entert 
Gardner Company, Boston; James Best 
I 


sion at Cochrane Physicians’ Supplies Com 
American Surgical Trade Association pany, New York; J. Harold Johnston 
in New York a tew weeks ago. Here retary of the New Jersey Hospital 
hospital administrators and dealers ex Association, Peter Bozzo, purchasing 
olumbia-Presbyterian Medical 
New Yo I i d ( hase 
Hospital Ipp Company 
Jones, vice 

Mc lern He spital 

| people as mod 
HoOsPITAL read 


! 
ussion, which also 


tions from several un 


Ep 





Voice: Do you think tor ninute t t that it a problem for both 
I 


bx VS whe ( tl {t entertainil i roup to 1 ) consider intelli 


njoying it chen ; gently and take some action on 
Mr. JONES e are: let {mit i Voice: If hospital people would say 


Voice: Ic | been pretty much d they don't want it, 1t would be stopped 
few years quickly enough 

hospital Mr. JONES: I would like to see of 

tons ficial hospital organizations take a posi 


erouns ov little 2 es medical conventi tive stand on it by promulgating rules 


rouy | 
Volct t me for all of } f vent Some of them — of order for convention conduct. Then 
notice weeks 1 would like to see the H.I.A. and the 


A.S.T.A. and other groups do the same 


this entertainmen 
Mr. JONES: Bot 
take the entertainment and the \ you to tur ) 1 hing 
And Believe me, that's the trut Voice: When you do it watch how 
Mr. JONES , vith 1 onvention attendance will fall oft 


Mr. JONES: I think it will increase 
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Left to right: Peter Bozzo, purchasing agent, Co- 
Center, 
City; Corl Chase, Mills Hospital Supply Company, 
Chicago; Dr. Eugene Rosenfeld, administrator, Long 
Island Jewish Hospital, Queens, Long Island, N.Y. 


lumbia-Presbyterian Medical 


Mr. REISMAN As tar as the enter 


taining goes | am going to let enough 


said” be enough said. But when it 


comes to the Chri gifts, I believe 


that tor every 1 hospital gives 


service we 
| 


good 


is for merchandise and 
should 


honest 


give a dollars worth oft 


The « should 


faitl this as we 


value istomers 


have in Our 
] 


we dealers 
\ aicr at 


have 
margin where we get 
or gross profits of 


or 16 per cent. We don't 


per cent 
have Margin 
give lavish gifts at Christ 
being if} 


back to the 


of Christmas in bringing glad tidings 


As tor its 


think we should gi spirit 


manufacturers send us 


I think 


that is about all we can do and should 
be expect¢ 1 to 10 


And I 


riving fancy 


I know that 
j } 


cards and Wwe appreciate them 


re member the oO 


casion believe that when you 


gifts it is something 


which soun 


follar tor dollar 


1 business practice, based 


on giving should no 

consider 
Voici 

ne spital 
} 


subject 


Mr. JONES 


I would like to 
think ¢ that 
it Christmas 


ask what the 
idministrators 
of receiving gifts 


You 


opinions < 1 ask 


, 
ibout as 


will get 
many people 
However, the administra 
tors do not expect th ‘ gift 
some people give bribe 
them and influence their opinion. What 


know. I 


Rosenfeld, wh« 


is good taste | don't would 


have Dr knows 
idministrators in the East, ex 

press an opinion on it 
Dr. ROSENFELD: I have been em 


issed more than once by supply 


who sent or 


I felt, and 


ufacturers 
gifts into my ofnce 
March 
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"ey IE te 
atte, 
ms 


pow 


New York 


I still feel, that when they do that it 


is a bribe; they are trying to influence 


me in favor of their company. I don't 
iurt their feelings and I don't 
make 


taking the 


enemies. At the same 


gift goes against all 


time, 


of my better feelings 


So I have 


ind when I have accepted a 


mn occasion refused gifts, 
gift I ac 
circumstances 


cepted it under these 


that I gave a gift in return, if it was a 


personal gift. | would say that if you 
feel it necessary to give gifts, don’t give 
the gift to the administrator, or to any 

} 


individual, give it to the hospital. Give 
the kind of gift that the hospital can 
use for its patients 


I do think 


tra le t 


there is a way for the 


surgical show its good will 
but make it in the form of gifts to the 
patients in the hospital and not t 
individual administrators or purchasing 
agents. You put them on the spot. It 
they have any conscience about things 
they will feel guilty about taking it 
If they are personal friends of yours 
and you want to exchange gifts, that’s 
something else 

Mr. JONES: My guess ts that the 


hosnital 
1OS} Ital 


administrator or the purchas 
j t 


oing the job 
would like 


These things travel fast 


whoever 1s « 


ing agent 
sometimes indicates he 
little handout 
and it is surprising how many hospital 
people know who the folks are in their 

who go for that kind of thing 


and how little respect other people 


have for them. I believe the salesmen 


tor the 


idministrator who plays on the up-and 


have a great deal more respect 


ip with that kind of thing 
That gift to the hospital also has 
some problems connected with it 


Voice: May I ask Why 


i que stion 


Left to right: Herbert L. Crowley Jr., Crowley and 
Gardner, Boston; James F. Best, Cochrane Physicians 
Supplies, Inc., New York City; J. Harold Johnson, 
secretary of the New Jersey Hospital Association; 
Carl Reisman, Surgical Selling Company, Atlanta. 


scold us about giving Christmas gifts 
to hospital people when they put pres 
sure on us to give donations to the 
hospital? 

Mr. JONES 


going to bring up. There are still too 


That's a point I was 


many hospitals, unquestionably, who 
isk for 


they are doing business with, whether 


donations from all the firms 


they are in the same town or not I 


think a hospital in a city has as much 
right to ask the local surgical dealer or 
manufacturer for a donation as it has 


to ask anybody else in the same town 
But the minute that hospital starts ask 
ing people outside of the immediate 
area, that is nothing in the world but 
blackmail. 
Voici 
yet an ¢ rder. 
Mr. JONES 


a hospital out in the 


If you don’t give, you don't 


I saw a letter written by 
Midwest to a 
nanufacturer in the East asking for a 
donation to the hospital fund raising 
The 
Sorry, we don’t make a prac 


campaign company wrote back 
and said, 
tice of doing that. We do support the 
hospital in our home town, but that 
is as far as we can go.” That hospital 
superintendent wrote back a very nasty 
letter. He said, “You had better con 
tribute to this campaign if you want 
our business,” and that is about as bald 
as the letter was 


Mr. BEs1 


has a right 


I don’t think any hospital 
to ask any dealer who is 


treating it fairly as far as price and 


quality are concerned for any 


dona 
tions whatsoever 

Mr. JONES: Why not? 

Mr. Best: The 


pital has any right 


only reason a hos 


to ask any dealer 


for a donation is when the manufac 


turer has a large plant in a small town 


93 





is furnishing the I istra and | id he didnt know 


the hospital is taking care of \ ung abour it but a committee 


manut had 


MR 


nen 


irers employes 
What 


NOSpit 


from th ird ¢ trustees nec 


JONES you are saying throug ICC 


ints payable The 


in any com we were a supplier in 


it to ask anybody beca the 
build a new { ro t New Jersey Hospital Ass 

s why it was all right 

Mr. Brest 

Mr. ¢ 


pre blem | 


ROWLEY ) i t urs reali the problems 
lon't know how many 


ire in New 


ill went 


lealing wid 
York Ci ut th ut don't be suckers. It 
| 


want¢ 


How 


i 
MR 


rh rf 


JONES 


rers 


JONES 


heir em MR 
Mr. JOHNST¢ , re] _ mmed 


Ww 

I hate are 

VoIce: It was 450 1 
VoIct 


I was \ 


TIME TO 


en Al 


n nee 
BLUESTONE 
Host 


hospital had paid 


bottle of liquor or some type of 


and 


ol pres 


ent Say Thanks very much tor 


the business you have given us the 


ot 


ne « 


in 
past,” and that is a matter 
for 
Do you think that ts wrong? 


Bozzo. | 


ipprec ia 


tion luring the 
year 
Mr 

j 


1€ pena 


would say it would 
entirely upon your personal re 
lationship with the administrator It 
iving to him simply because 
gives you | 
If you like 


want & 


ilued business he 
would Say you 
him personally and make 
gift of your owna d, then I would 


iy there we obyectio 


up 


me 


receive 


vents 


Mr. ¢ 
VoOIcl 


HASI 
I thi 


Mr. JONES 


some progran 
ill those 
We get 
week 


MR 


nave 


ibe 


Best: Don't 
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The Essence of Public Relations 


ENLIGHTENED CONDUCT — ADEQUATELY INTERPRETED TO THE PUBLIC 


pews t 
tion's 


executives and practitioners were asked 


ime age 000 of the na 


leading public relations 
lefine what public relations meant 


them, and then committee of 
chose the 


lot The 


as best reads 


nationally known 


definitions 


experts 


best the 


trom 


lefinition finally selected 


s tk Ik ws 


relations is the continuing 


ocess by which management en 


to obtain od will and 


inderstanding of 


tne xz 
its Customers 


large 


inwardly through self-analysis and cor 


employes and the 


public at 


mn, outwardly through all means 


ot expression 
and has been 


I think that it can be 


expressed much more simply than 


The dehnition of 


thor | 


says simply 


my choice 
unfortunately do not 


The 


relations 1s 


KNOW essence of 


enlightened 


LOL rd public 


1 ¢ t 
conduct, adequately interpreted to the 


TWO MAIN POINTS 
Ni 


tnese « 


tice, in that both of 
lefinitions have two m 


any event 


ain points 
Using the terminology of 


the second 


lefinition enlight 


] point 


has develope 
science because in an 


we lose contact 
rsons upon whom we 
ir own well-being 

may be dependent 
irying degrees 
from a 
Payne Bolt 
Reserve 


ect presen 


School 


Universit 
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F. GORDON DAVIS 


Public Relations Counsel, Birmingham, Mich 


we often | 


Ww OTse 


so busy with o 


When we lose contact, 
mutual understanding 


are likely to become 


own direct responsibilities that we 


don't even know we hi lost contact 


Wholly 


doing things that other people do not 


unconsciously, we may start 
understand 
things that oftend 


MAY BE TAKEN FOR GRANTED 


And so we find that ¢t 

do at best is accepted by others 
indifference or taken for granted 
at worst it ar 1 
We 


agencies 


uses antag 


find 


nisms an 


resentments that the insti 


tutions or the we represent 


friends or create 
We find that the whole fi 


of endeavor with which we have iden 


may lose even 


enemies 


whether it is nursing 
nd 


tified ourselves 
hospital administration, the conduct 
of a public utility, or the manufacture 
and selling of 


j 
1 


given commodity 


favoral 


oes not impress people as rIy 


as it should or it actually begins t 


lose public esteem. These things can 


happen not because we are failing tod 
our jobs well, but because we are fail 
ing to study the 
} 


jor 


ways in whicl 


» attect other people and t 


definite action to procure the unde 


standing of others 
few of us to be objec 


is hard 


It is given 


tive Try as we will, we can 


not look upon ourselves as others look 
ipon us. This is why public relations 


must begin with reat emphasis on 


Nor 
afford to assume that enlightened con 
cally 


more 


enlightened conduct can we 


aduct a 


1tomi results from right 


living any than we 


take ¢ 
Like 


can assume 


of itself 
health, en 


that our health will are 


if we leave it alone 


We may even start doing 


requires positive 


action It - not only that we 


make certa ire doing best 
! 


tw < our 


our 


well it also that we 


0 
make certa if best IS succeeding 
Perhaps 
ment into of the i, Z, 33, 
A. B. C’s, of public relations, as 
Recognition of tl 
The development of 
The 


ne empl yes or 


convert this state 


or the 
1¢ problem 
solutions 
solutions 


subordinates 


introduction of the 
the 
ire supposed to make use of them 
lealing with the public 

d liscover the problem 
ive indicated 
rious public 
almost com 
withou 


Most 


unionism in this 


our recognition of 


them growth of 


during the 


preat 


country 
last 15 years been 


for example, has 


brought abe by employers who did 


not recognize that they had problems 


in personnel relations, which is one 

form of public relations 

ARE WE CAUSING ANNOYANCE? 
We 


tions pre blems I 


liscover where if public rel 


never taking tt 


granted tl a good 


ing 
are trying 
ourselves to 


W« 


are ac 


i-scarcniny: 


wonder whether people really 


cepting our conduct as we hope they 


ire accepting it, or whether somewhere 


wong the line we are unnecessarily 


ausing 


rhe 


MmnNnoyance sentment or out 


NOstuity 


There 


mere 


submit yout 











the way th general trend of customer and public 
ire blowing should ittitudes An error ot tew per 
1 carefully centage points one 

wherever may completely ch 
) in election, but 


over, they sn 

can very ¢ 
emergence tf certain revealing 
[he patterns are the the 
h a fundamental part of | profession merits an extremely 
I and receives it at the 


1 be charted rating, 


l 
instruments of selt hands ot not guess- 


riticism. Em 


abeled sug Michig 
locker room or besi which 


1, there oO catch an 


gripes and wisecracks 
n general a 
1 1 We j ' 
sersonnel employed rese 
interview LO,OOO perso 
- : 
, tifically selected to represent 
needs 
iW } ite Cross Secti¢ 
well organized i . ; 
lation of the state persons were 


ierviewea in thei! mmes an 
their jobs, and they were askec 


primary qu 


thinking 
COMPLAINTS ARE IMPORTANT One ot 


enoug 
career for 
More than 80 per ¢ 
nterviewed answere 


1 resounding | Yes 


CHECK UP ON THAT FIFTH ONE 
We | 


surveys 


b 


put 


informati 


lic 


cCOnOMIC 
because some 
fession of 
stable 

bec 
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inities are 
enoug! 
While I believe that 


lerably what the 


great 
nurses Care 


cons thinks 


public 
tbout them, let assume 
not Care 
they want is 
as best 


consider the 


their work they 


they don't 


ing of favorable publi 


Opinion at all essential 


The tact 


this purp SC 


remains that tsolationism 


within a single organization or a single 


profession is as impossible 
imong nations As a matter 
f, an intensive I 


itment of student nurses has been 


for a number of years and 


t continue well int 


It this program is to yield 


ive results in relation 


he effort, public attitudes toward 


1¢ profession are vitally 


P iblic 


important 
disfavor usually is based on 
two influences: the existence of popu 
misconceptions or misunderstand 
existence of conditions 
Once 
thinking ha tapped, the ensuing 

alls for pt 


misunderstand 


nd the 


ings 
n need public 
iblic 
eliminate 
the correction of condi 


rave resulted in justifiable 


CONDUCT COMES FIRST 


In other words, we are ll 
the problem of enlightened con 
good 


as the first 


prerequisite of a 


¢ relations program. If the neces 


ynduct is not clear 
discussion, it may 

f the president 
pe wer Ce mpany 


extolling the 


Wials 


Ss it l Pp 


If | may be permitted 


iblic meeting 


he conch 


ild like t 


we may as 
interpretation 
conduct 


ire times when it 


that 

the exigencies 

particular ation may not 
undertake all of the house 
would like. New needs, 
may drop in unexpect 
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edly something to 


meet them even when our action in 


volves before the public, but 


yoing 


we should make every effort at the 


same time to be certain that we are 


morally justified in asking for the con 


fidence and the support of the people 


People who make a business of 


public relations are needed. In plan 


ning broad or extended campaigns, for 
instance, professional help usually is 


needed somewhere along the line 


Again, the essential elements of time 
experience or objective point of view 
may not be available to the person or 
agency responsible for cultivating pub 


Most of us 


relations 


lic good will can de 
public 


job of | 


immediate spheres of activity 


be tter 


less of the technical aspects 


business. We can try to recognize 
the public relations problems that con 
that attect 


front us individually and 


the work we are trying to do. We 


can try to work out the solutions to 


those problems. And we can try to 
those solutions into practice 

To a large extent, we do these things 

of the 


process of getting along in our society 


instinctivel) They are part 


But if we do them deliberately and 


thoughtfully, if we charge ourselves 


consciously with the duty to be public 
our everyday 


relations emissaries in 


jobs, improvement in the results is 
umost certain to follow 
The 


relations 


interpretive side of public 
that is, the side of public 
] 


education—could be discussed at great 


Many or all of the elements 
involved in this literature, publicity 
direct mail, speeches, displays and ex 
hibits, advertising and so on—may be 
used in a broad or prolonged program 
Some of them are essential in any edu 
They after all, 


means of Communication, and 


cational effort are, 


merely 


we make use of those best suited to 


the purposes we have in mind 
Beyond this, I that 
the place to talk about how to tackle 


doubt this is 


problems of adequate interpretation 


I cannot say how nursing literature 


should be written or how to develop 
stunts, or where to place the emphasis 
Those will be arrived at only by dint 
of study, thought and reasonable effort 
on the part of the nursing profession 

Some nurses undoubtedly never will 
formulate a public 
Neverthe 


be called upon to 


relations program as such 
less, public relations is a matter of con 
cern to all responsible members of 
the nursing profession 


Now 


clude 


watch out! In order to con- 


this discussion, let us assume 


that our immediate project is to de 
velop the best popular understanding 
of the profession of nursing. Presum 
ably the starting point is with a defini- 
which you wish 


tion of nursing for 


to gain public acceptance 


WHAT MAKES THEM DIFFERENT? 


Maybe 
As an 


1 would say that 


have such a definition 


interested 


you 
however, 
Other 


than the completion of certain aca- 


outside Ra 
you do not 
instance, how 


demic requirements, for 


do you distinguish practical nurse 
a nurse’s aide 


What is it 


that sets the qualification 


Or a nurse assistant OF 


from a registered nurse? 
specifically 
ot the nurse apart from 

What does the 


terms 


registered 
ll other persons? 
specialty mean to the public in 
of service that can be obtained no 
where else? 


What is it that a 


her profession? Is 


nurse seeks from 
it money, or is it 
recognition and prestige, or is it the 
Opportunity to serve humanity? Is it a 
combination of these things? 

all nurses know the an 


I am sure 


swers to these questions within them 
selves, but can they be interpreted to 
CONCISE 


the public in a reasonably 


definition that you are willing to ac 
cept as the basis of a long-range, per 
manent public relations program? It 
seems to me that the mere 
of trying to think out 


of trying to classify your knowledge 


pr ICCSS 


a definition 


as it pertains to nursing so that people 


will have a sort of inspired under 
standing every time they hear the word 
nurse’ used thereafter—is almost an 
end in itself 

The fact tl 


significance and the 


about the 


think 


meaning 


you 
of your 
profession as it relates to other people 
and that you think deeply in this direc 
tion, will enable you not only to / 
work but also to 


your own 


interpret it more effectively to others 


That 


quate 


better at 


enlightened conduct plus ade 
interpretation—is good public 


relations 








About People 


Ne b 
Native 


\laska 


Administrators She also 
Dr. Harold 
Lueth, dean of 


| nis 


Hospital, Oakland, 
Alaska 


at Sitka, 


served in the Service, sta 
troned 


Dr. 


named 


ersity of Glenn been 


Dewberry has 
Western 
Sanatorium at 


superintendent of the 
Oklahoma 


Clinton 


Puberculosis 
Dr. Paul Lingenfelter has been 
as superintendent of the 
Dr. D. L. Coffman r 
become head ot the Weaver 
Memorial Tuberculosis Sana 
Mission, Tex. Dr 


Was assistant superintendent ot 


icting 
SUNMaloriun since 
] 
1 t 
Baker 
torlum, Dewberry 
tormerly 
- > 
Sanatorium at Boone 


the Arkansas State 


was associated with 


“9 two years 
R. 


ector of ( 


O. Daughety has resigned 
ity Memorial Hospital, 
NC... te 


or the | ni 


ton Salem, iccept the po 


lirector ersity Hospital, 


vusta, Gra 
Elizabeth Earle has resigned as su 
intendent ol the Wal ice 


Hospital, Union She 


} 
Thor ‘} son 


S.( has been 


issociated with the hosp! 


vears. Veta Hughes has been OINnte 
the 

idministr 
Hospital, Luced 


May Whitlow, R.N. 


iboratory and = X-ray 


iting superintendent of hospital. 


is the nev 


Cyrus Eaves 


ot George County ic 


Miss., succeedin 
Mr 

\ il on tech 
omit 

ot the \.HLA. counct ) iu ounty 

He is a] 
raska Hospital Association 


the 


next year 


has bee y 
i vcs Is i | \ 
ician. Miss Whitlow succeeds Sarah 
h, R.N., 
Hos} ital, Lake 
the new 

the Wayne 
W 
Cooke 


t Roselan 


A.M 


repareadl SS 


the 
ot Crreene 
Miss. Mr 


is admunistr DA 


ist pre ident ot I t 1s 


ind was 


Mid-West 


ivnesbor« Miss 


been 


been president ot 

| Assoc1 
J. B. Franklin has assumed 
he 


CGrsenera 


M. 


mnistrator ( 


ition has Appointee 


his d 1 Com 


200 


uties 


d= Hospital, Chicago 


Le 
| Hospita 
ch is expected to be 
Mr. Franklin Jewish 
inistrator « Falla N.Y 
Hi spital, Fallahassec 1 I ! ot ) American 
Fla ind the John D Archbold Me Assoc 
orial Hospital at Thomasville, Ga Francis M. Petrie has been 
Evelyn M. Sorenson, R.N., has been director, Westerly Hospital, 
DeWitt t i ) 


trator of t new 
Washington County 
Miss 


in early tall. 


John M. Duggan and Sydney C. Pei- 
mer been appointed adi 
Hos} 

Mr. Duggan 


Hos; tal 


Greenville whi inistrati 


opened ital of 


t the 


erly 


I Memorial 


isset 
ippoimted 
Westerly, 
graduate ol 
administration, Co 


School of Public 


ippointed administrator of the 1948 


Hospital 
truction at DeWitt 

ner superintendent ot 
Hos} ital 


low i ind iis it 


Community now 


lowa. Miss Soren 


Health, 


sistant 


N.Y 


been administrative as 


Hospital, 


son was tormerly tne 
at She Brooklyn, 


1 Men 


(Good Samaritan ldon Brooklyn 


Oaklanc oral 


Raymond F. Hosford, administrator o 
the Bradtord Hospital, Bradtord, Pa.., 
| named 

Philadel 
Daniel E. 


for 


years, has been di 


rector of Lankenau Hospital, 


The tormer director, 


phia 


= 


D. E. Gay R. F. Hosford 


special con 
Mr. 
directing 


Hospita 


Gay, has 


ippomnt 


sultant to the board of tr Gav 


ustees 


will Gevote full time t¢ com 


mnKneCnAaAU 


pletion of the new | 
Mr. Hostord, a 


I lospital 


esident ot the 
Pennsylvania, 
Northwest Re 


helped 


\ssociatior 


was also pre sident ot 


1 Association 
He 
\merican 


SOC 


board 
ross, the Ameri 


McKean County 


organize. isa the 


Red ¢ 


the 


ot the 


in Cancer ety, 
Society, and the 


t { 


Tuberculosis and Health 


Bradtord Com: 


nunity nited 


Community Services 

Hospital 
i the 
spital, Phoenixville, Pa 


He the 


Betore yomny o Lankenau 
Mr 


! hoenix ille Ho 


Gay was administrator o 


our years 


ind of ( n I Hospital 
Philade 

Hospital Association, and chairman ot 
| de 


Hospital Association ot 


resident ot the 


\ssociation, | 


spital 


the council on he | association 


pment of the 


; 
Pennsyly 


Carl 


pomtes 


nia. 
M. Westhoff is 
idministrator of the Wabash 
Hospital, Mount Carmel, Ill. 

Taylor O. Braswell h: 


luties of administrator of 


the newly ay 
j 
Crenera 


i of. 


Fairfield Ne 
morial Hospital, I Id, Il. 
ing Alfred Van Horn III, 


OSsItION OF 


iS assure C 


virtie succeed 


who resigned 


to accept the assistant execu 


sa 
American College of 


Mr. 


tive director of the 
\dmunistrators 


master’s de 


Hospital Br iswell 


received his ree in hospita 


Northwestern | 


} 
aaminis 


idministration from nl 


j 


served a one-year 


Page 


and 
(¢ 


versity 
mntinued on 182) 
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Shock therapy kit 


Cutter 50 cc. Albumin... 
Osmotically Equivalent to 
250 cc. of Plasma 


RAPID RESPONSE. Each double-ended bottle contains 12.5 gm. of 


albumin in 50 cc. of buffered solution which is osmotically 
equivalent to 250 cc. of citrated plasma. This draws approxi- 
mately 175 cc. of additional fluid into the circulation within 
15 minutes, when injected intravenously in a well-hydrated 


& 


patient. 


FAST ADMINISTRATION. The new space-saving Cutter 50 cc. Albu- 
min Shock Therapy Kit featuresa sterile, ready-to-use admin- 
istration set... immediately sets-up on the spot—anywhere, 
any time. With only one fifth the fluid volume of plasma, 
administration time can be reduced. 


> 


oa 4s 

(4UbwnH) 
spo 
Vidads 


z-ss9 


asn 
“Wwhgl¥Y whaas TwW 


7] 
IOVHADVd 


A 


HEAT TREATED AGAINST HEPATITIS VIRUS. 


Human Serum Albumin’s stability permits pasteurization in 
the vial for 10 hours at 60° C. as a precaution against homol- 





ogous serum jaundice virus. 


Albumin In Other Conditions 


Write for a booklet de scribing the use 
of Albumin in bypoprote inemia, renal 
diseases, cirrhosis. Cutter Labora- 
tories, Berkeley, California. 


tack. CUTTER 


~ ALBUMIN SHOCK KITS 


(Normal Human Serum Albumin-Salt-Poor) 
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Conducted by Raymond P. Sloan 


Which is it to be — 


COOPERATION or COMPULSION? 


the choice rests with doctors and hospitals 


FREDERICK T. HILL, M.D. 


Medical Director 
Thayer Hospital 
Waterville, Maine 


medical groups over what 
as the Hess 
For 


ather 


trement 


been r 


B 


All this 
is Dr. Wilinsky so elog 


1 
Men of good will 


seems sé nnecessa 
ently 
motivated by 
the altruism of 
is well is tl ose 
ivancement of 
uld be 


prob 


p! 


and hospital 
g the many pub 
1 seem th the 


i lack ot 


possibly 


is been in 


is. This, in 


fear 


seem 
of what should be 


€ be st pe ssible 


in a meeting 


tional medical so 


1 largely « 


trer of hospitals 


and the practice of medicine 
frankly 

Now 
representative 


and | 


Most ot 
the remarks condemna 


tory of the hospital 


were 


these were 


ll “men of good will, 


of the best in the profession, 


im sure, with no personal “axes 
Obviously there was a great 
} 


Nisapprehensi mn anda 


grind 
leal of 


derstanding 


misun- 


which careful study and 
cool judgment would eventually dispel 
Bur, most disturbing of all, never once 


did anyone refer to the person most 


concerned, the patient 
Similarly I have sat in on discussions 


with leaders in the hospital field and 


voiced 


have listened with distress to 


suspicions and implications attributed 


to members of my own profession 


THERE MAY BE A REASON 


Perhaps there may be a reason for 


this misunderstanding, deplorable as it 
is. The tremendous progress made in 


] 


the past few decades, both in med 


icine and in hospital development, has 
resulted in a radical change from 


relatively 


simple institution to the 
highly developed and necessarily com 
plicated hospital of today. This change, 
beneficial as it has been, inevitably has 
led to certain problems, largely those 
of human relationship. Perhaps much 


‘ 


of this dissension may be due to 


growing pains But, if we are to 
attain maturity, it would seem neces- 
sary for both hospitals and medicine 
to recognize that they are dependent 
each upon the other, and that neither 
could have reached its present high 
status alone 

With the development of scientific 
increase 


medicine there has come an 


in specialism far beyond anything 
contemplated in earlier days. Many of 
these newer specialties, being investi 


j 


gative Or diagnostic in character, or 


largely ancillary to the definitely clin 
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These Kimble Blood Diluting Pipettes 
are accurate...annealed...individually retested! 


Worn HospiraL starrs making an in- 
creasing number of blood tests, it pays 


you to give your doctors and nurses the 
advantages of Kimble Blood Diluting 
Pipette s 

They are accurate — All markings have 
dur ible blue filler 


pipettes has uniform bore. This permits 


| ubing used tor 


uniform spacing of graduation lines 
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accuracy throughout graduated length 


Accuracy is kept within limits set by the 


National Bureau of Standards: + 5% on 
pipettes for red corpuscles; + 3.5% on 
pipettes for white corpuscles; + 3% for 
Sahli pipettes. 

They are completely annealed — All 
pipettes are carefully and scientifically 
annealed to withstand rough treatment 


from day-in, day-out hospital use, and 


to give them greater life expectancy. 


They are individually retested— 
Each Kimble pipette 
manufacture 
shipment This 100° 
ance With publishe d 


is tested during 
then retested for accuracy 
before retesting 
issures contort 
tolerances. Write today for a free cata- 


log and price listing 


GLASCO PRODUCTS CO. 


111 NORTH CANAL STREET, CHICAGO 6, ILLINOIS 
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have been 


degree in 


ical fields, necessarily 


corporated in varying 


Naturally 


basis for re 


hospital structure this has 


resulted in different 


muneration than where there existed 


t direct patient-physician relationship 


Charges have been made that these 


specialists have been exploited by the 
hospitals. Possibly this may have been 
in the past when these specialties 


were in the formative stage, so to 


and their value not fully recog 


speak 


nized. But today the law of supply 
ind demand would seem to have dis 
The status of 

tod 


these specialties is so secure today 


proved any such charge 
that 
should be possible to arrive at 

form of compensation, equitable both 
to physician and to hospital at the 


local level, without attempted dicta 


tion from some higher echelon 
whether it is representative of medical 
groups or of hospitals. Collective bar 
gaining should not be necessary among 
scientific inless we are 


persons pre 


accept a completely unionized 


CHARGES BECOME DISTORTED 
Much harm has been done by charges 

and arguments on both sides, often by 

Too fre- 


distorted and 


irresponsible individuals 


quently these become 


exaggerated as they are passed on from 
person tO person 

For example, one hospital adminis 
trator, faced with a mounting deficit 
is said to have advocated charging the 
surgeon, in addition to the patient, for 
the privilege of using the operating 
room. As might be expected this en 
hostility in cer 


While 


budget seem laudable 


gendered considerable 


iin influential quarters efforts 
balance hi 
this plan was s¢ tught with impli 
tions as to be utterly ridiculous. The 
next step might be to farm out con 
like tne 


throughout the hospital 


cessions hat-check girl in the 

, 
night club 
Soon all requirements of professional 
competency might be replaced by the 
ibility to buy privileges 


While 


the u ) I n employe of 


it may seem minor matt 


Blue Cross contra 


e when reterri 


to professional services rendered 


physicians Doctors 


imple 
as been d 
some 


to say the | t 1 is been 


thing of his problen 


These have seen the 


102 


development of hospital administration 
as a profession with more and more 
administrator replacing the 


Undoubtedly this 


the lay 
physician executive 


has been a cause for the fear of lay 


domination of the hospital. By train 


ing and background the lay adminis- 


trator often is closer to the trustees 


than is the doctor, who often tends 


to live in a world apart, and who 


jealously resents any intrusion into 


what he rightly considers his own do 
main. Again, this ts largely a matter 
of misunderstanding. The modern hos 
pital of today requires much more 
a medical background for suc 


Hospital ad 


a profession and we 


than 
cessful administration 
ministration is 
physicians should recognize it as such 
The capable administrator is one whe 
is cognizant of the scope of his field 
and of its limitations. In medical mat 
ters, professional 
look to his 
The 


cannot be 


pertaining to. the 


care of patients, he will 


medical statt for guidance one 
who does not do so con 
sidered qualified and ultimately will 
find there is no place for him in the 
profession. Mutual understanding and 
cooperation between physician and ad 
ministrator should dispel any such fear 
of lay domination 

As a physician engaged in clinical 
practice my sympathies naturally tend 
to be with the medical profession. Yet 
as a physician, I deplore the tendency 
in certain quarters to use the technics 
ot pressure groups so commonly seen 
today in labor difficulties. Are we to 
adopt the closed shop, collective bar- 
gaining, and the adherence « 
formula for compensation set by some 
higher echelon speaking for the rank 
and file? The 


tor the training of 


threat of disapproval 
residents and in 
terns has certain earmarks of a boy 


cortt, if a strike, possibly with 


psychological picket line in the offing 


nor 


Aren't we in danger of losing our 


prized professional status, becoming 


merely trade, of really meriting the 


forces have 
For if 


attitude continues it might well exrenc 


label with which certain 


this 
j 


ittempted to brand us? 
ro the whole profession 

We hear of 
of certain groups to expel from mem 


ittempts on the part 
bership, on the grounds of unethical 


cond 


medical school 
faculties because of serving full-time 


We are told of in 


stances where young specialists desir 


uct, members of 


on a salary basis 


ing to qualify for their boards have 
not be 


been advised that could 


considered if they continued to work 


salary basis, even though that 


basis was perfectly satisfactory to them 


on a 


Is that a proper function of a board 
supposedly designed to determine pro 
fessional competency? 

Of course, these are isolated instances 
and do not reflect the attitude of the 
medical profession as a but, 
because they have occurred and have 


whole, 


been more or less widely circulated 
they have done considerable damage 
in the eyes of the public 

Hess 


studied 


Actually the much-discussed 


report itself, when carefully 


hardly seems to merit all of the at 
tention that has been accorded it. It 
does state that a physician should not 
dispose of his services to any hospital 
under conditions which permit of ex 
ploitation for the financial profit of 
the institution. And it does embody 
a procedure for the correction of ex 
ploitation which properly originates at 


the local level 


DON’T FAVOR EXPLOITATION 

The real danger is in the interpreta 
tion of the report and the use made 
of it by what might be termed pres- 
sure groups. Of course, no hospital of 
no physician would favor exploitation 
of anyone. The difficulty 
to be in determining what constitutes 
Certainly a method of 


would seem 


exploitation 
compensation mutually satisfactory to 
both parties could hardly be called 
exploitation. A rigid over-all formula, 
by some body, 
nature of 


determined higher 


would seem more in the 


exploitation, at least of the patient 
who eventually pays the bill, than some 
mutually agreeable plan settled at the 
local level 

The implication that 
should not use any profit made from 


a hospital 


one department to provide needed 


services in another is, of course, dis 


and, if enforced, would sim 


curbing 
ply add to the already excessively high 
bill the Carried t 


a logical conclusion this would seem 


patie nt must pay 


to indicate that certain services should 


be discarded, no matter how necessary 


or life-saving, unless the cost could 


be met from patients’ fees for these 


particular SeTVICES 

Ir seems unfortunate that so mucl 
emphasis has been placed upon the 
Ethics, as I under 
Does 


the basis of compensation, if mutually 


matter of ethics 


} 


stand it, is the science of morals 


satisfactory, raise any moral issue, ex- 


cept when the welfare, economic or 


physical, of the patient is jeopardized 
Likewise, 


attempts to question the 
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Introducing METERED COST CONTROL 


Now ... you can have an accurately recorded 
basis for 0. therapy charges. The And-O-Meter 
makes exact oxygen cost calculation possible 
by measuring the volume of oxygen which the 
patient actually uses. 

For the first time .. . the doctor now has an 
accurate means of correlating the exact amount 
of oxygen used with the therapeutic response. 


No more complaints on charges for O, therapy 
—The And-O-Meter registers the exact amount used 


No more losses on O, therapy—The And-O 
Meter charted readings determine the billing 

No more guess work — Accurate records of the 
oxygen dispensed permit charges equitable to both 
the hospital and the patient 


Scientifically accurate—The And-O-Meter read- 
ings of actual amounts of oxygen used, continuously 


The And-O-Meter is a new patented 
device which measures the amount 
of oxygen actually received by the 
patient. Although it is conveniently 
compact, weighing only 8 ounces, it 
accurately indicates up to 24,000 liters. 


or intermittently, are accurate guides to charges for 
the oxygen dispensed 

Dependably versatile —The And-O-Meter can be 
used with all types of oxygen therapy, regardless of 
whether the tank is in the room or the oxygen is 
piped in from a central source of supply 

Easy to install—The slip-on hose connection and 
universal bracket are designed to fit all standard sizes 
of tubing 

Simple to use—The And-O-Meter dial reading is 
marked on an oxygen chart every eight hours. These 
charts serve as permanent records of the volume of 
oxygen used by each patient 


Convenient to compute—An automatic calcula- 
tor is furnished which converts the charted readings 
to liters of oxygen used, for easy cost accounting 


Let economical efficient AND-O-METER solve 
your oxygen therapy billing problems 


SST REEMORRcCe RT 





Presently available through: 
American Hospital Supply 
Corporation, National Cylin- 
der Gas Co. 


For an illustrated descriptive folder write fo: 


W.E. ANDERSON, INC. 
TECHNICAL SPECIALTIES 
2921 Brooklyn Avenue . Kansas City 9, Missouri 
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evality of the hospital employing full 
time physicians and collecting fees for 
services have caused 


On 1 


hand we are 
the employment of 


' 
considerable 
told 


a physician 


their 

sion one 
basis, with 
ot the 


physician ge 


salary or percentage 


the accrual of any part tees 


earned by the 


hospital, constitutes the 
medicine by the hospital 
On 


himself an ou 


is illegal the other hand Robert 


Cutler 


disputes this, stating 


tstanding lawyer 
that 


looks the basic conception of corpora 


this 


over 


} 


ton law and citing precedents and 


examples of similar financial relation 


ships between members of his own 


profession and corporations Ot course 


in these days of social turmoil, legal 


precedents may not stand for long, but 


any such change could not be ex 


confined to 


indeed 


pected to be one profes 


sion and would usher in a 


new cfa 


IT'S AN ECONOMIC PROBLEM 
Careful | 


consideration of this prob 
lem would seem to indicate that it is 


largely an economic one. At least it 


can appear little else in the eyes of 


the general public which could have 


scant appreciation of the sometimes 


liberal application of the word “ethics 


} 


is used in medical circles. Similarly 


ic could be difficult to convince many 


laymen of any legality 


Atrempts to do so 


question of 


only tend to be 


cloud the issue and weaken the case 


for 


nomic problem it 


the medical groups. As an eco 


wi ul { seem de sirable 


and possible to solve this 


ner mutually satisfactory 


exploitation of anyone 


pital, or patient—provided it done 


local level, taking into account 


the irying conditions in different 


reas This would calm 


| 


require 


judgment and understanding, devoid 


of interference from outside circles 


represent hospital or 


Surely a hospital 


whether they 


7 } ] , t 
nedica groups 


would 


uld imperil 
interdependent 
ite problems involve 


human relations, pri 


gress is 


result of Compromise. Compromise 


it 1s ueved without 


t } hil ] 
extremely worth while and 


ccomplishes much 


ide ils IS 


A recent example of 


compromise is the formation of the 


joint commission for approving hos 
pitals, representing the American Col 
lege of Surgeons, the American College 
ot Physicians, the American Hospital 
and the Council of Med 
ical Education and Hospitals ot the 
Much 


accom 


Association 


American Medical Association 


good will come out of that 
plishment, not all of which directly 
pertains to hospital standardization. It 


takes 


ceive of many examples of serendipity 


but little imagination to con 
resulting from the cooperation of these 
For after all 


most of our problems arise from lack 


representative groups 
of understanding 

For a long time I have felt that the 
greatest weakness of the hospital asso 
ciation was its failure to incorporate 
more staff physicians and trustees in 
All of us vitally 
interested in this matter of providing 


sick 


Working together at both the state and 


its membership are 


the best possible care for the 


national level, we would be able to 


accomplish much more than would be 


otherwise possible and we would 


thereby avoid many of these unfor- 


tunate situations owing to lack of un 
did as a 


society of hospital administrators, one 


derstanding. Starting as it 
a natural disinclination 
Yet 
and staff physicians are constitutionally 


eligible and would add 


can understand 


to open the doors both trustees 


to the strength 


association I feel strongly 


about this, as during 


ot the 


my term as presi 


dent of my state hospital association 


] rl 


I made this a major objective and, 
I'm sure, with beneficial results to the 


issociation 


By means of regular monthly letters 
to all personal members, as well as by 
individual 


contact whenever possible 


t was urged that efforts be made to 
increase our membership in both the 
trustee and staff physician group. The 
response from a majority of the hos 
pitals was very encouraging and we 
added 


tees and physicians to our 


a goodly number, both of trus 
association 
report 100 


W hile 


ticipation did not 


Six hospitals were able to 


per cent trustee membership 


the physic p 


] 


equal this, we did succeed in getting 


i considerable number, especially from 


imong the leaders in the profession 
Regional conterences were organized 
held 


two months at which the attend- 


ind meetings generally were 


cvery 
ince by both trustees and physicians 
They took active 


was satisfactory 


} 


CISCUSSIONS, 


very 
in the contributing a 


leal of value 


As a result we developed a broader 
conception of our hospital problems 
which was beneficial to all. I did sense 
a certain apathy, although no open 
opposition to the idea, from some of 
for the most 


the administrators but 


part they went along loyally with the 
plan. Although efforts to continue their 
extension of membership have not 
been continued in any systematic man 
ner the past few years, most of these 
trustees and physicians have kept up 
their membership and interest. We 
still them at our state meetings, 
taking an active part in the proceed 


It has made for harmony 


see 


ings In Our 


organization and I only regret that 


more intensive efforts further to re 


cruit these groups has not been made 
One striking result of this move has 
been seen in the cooperation of the 
state hospital association and the state 
association in all matters of 
Both 


hand 


medical 


state legislation groups have 


worked hand in each realizing 
its interdependence, one on the other 
Having been president of both or 
ganizations and realizing how closely 
illied they should be, I only 


close relationship continues 


hope this 


A broader conception of the hos 


pital association and its objectives 


might have avoided many of our pres 


ent difficulties 


WE GO TO EXTREMES 


We have ever been a people given 


to going from one extreme to another 


social I xamples 


in our experiments 
numerous to need citing here 
The pendulum 


after a 


ire too 
swings widely in its 
time 


While 


bit 


irc and only period of 


does it come to rest at center 


in its arc we are often confused 


ter and antagonistic, torn by dispute 


ind dissension, but, eventually, by mu 


tual understanding, through compro 


mise without sacrifices of ideals, the 


pendulum comes to rest and harmony 


prevails. History attests to the truth 


of this statement. So with our present 


problem, disturbing as it seems to be, 
faith that ettorts 


succeed 


we must have the 


of good will 


and that med 


ot men may 


icine and hospitals may 


continue cooperatively to achieve even 


greater things in the future 


Influencing 
Hospitals 


Wilinsky, C. I Trends 
the Quality of Hospital Care 
and the Practice of Medicine Presented at 
the convention ot the American Hospital 
Association, St. Louis, September 195] 
Cutler, R Hospitals and the Practice 
ot Medicine Viewpoint of the 
Hospital 
vention of the 


From the 
Trustee Presented at the con 
American Hospital 


1051 


September 1951 


Associa 


tion, St. Louis 
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Lr a] 
“Beauty in Armor” 


oosfives rooms home-like charm 


4b 


ij 


‘ea = els Pe)” — S8 
Glens Falls Hospital, Glens Falls, N.Y. 


SOIL- PROOF WALLCOVERING 


by IMPERIAL 


Gienpura Soil-proof Wallcovering by Imperial has 
the soft surface of finest wall decoration and hangs more easily. Protected 
by an invisible substance that stops stains 
even blood, merthiolate, ink—at the surface, GLENDURA can be washed again and again 


with soap, alcohol, cleaning fluids, or with a bleach. 
ee 


ee me - 


Write to see sample book 

of 176 beautiful patterns and plain colors. 
IMPERIAL PAPER AND COLOR CORPORATION, 
Dept. 5218, Glens Falls, N. Y. 
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Medicine and Pharmacy 


Conducted by Robert F. Brown 


M.D 


IMMOBILIZING LUNG CHAMBER 


provides rest for the lungs in pulmonary tuberculosis 


of this pape i 


HI 


I describe the 


hilizine | 


MODUIZINL iunyg 


purpose 


tf 
operation of the im 


chamber, which has 


been primarily used to provide rest 


for the lungs in chronic pulmonary 


tuberculosis. The report will consist of 


a description of the apparatus, the 
principle on which it is based and the 


pa 


chamber 


actual technic of indoctrinating a 


tient im its use. Since the 


requires intelligent and expert manage 


ment, this outline was thought to be 


of value, not only to doctors but t 


technicians and nurses to whom the 


details of technic are naturally of in 


terest 


j 


The first report concerning the de 


velopment and use of the immobilizing 
lung chamber by Barach appeared in 
é 


1940, tollowing three years of expert 


mentation with inimals and human 


The 


sisted of a small room containing a bed 


beings original apparatus con 


with observations be 


ittendar 


tor the patient 


made by 


Since 


ing rw ts standing 


ilongside 1940 additional studies 


A. CHESMORE EASTLAKE JR., M.D. 


Department of Medicine 
College of Physicians and Surgeons 
Columbia University 
and Presbyterian Hospital 
New York City 


the value of the 


of the chamber in chronic pulmonary 


on therapeutic use 


tuberculosis have been published 


APPARATUS 


The most recent apparatus consists 


of two sections, the ventilation mech 


anism and the chamber 


The ventilation mechanism ( Fig. | 


consists of the following 


Piston. This has a diameter of 14 


inches and operates in a_ vertical 


fashion on the top of the machine 


Motors. There are two motors, lo 


ated in the box below the machine 


Left: Fig. |. Chamber and ven- 
tilation mechanism of immobiliz- 
ing lung chamber. Right: Fig. 2. 
Patient can open the chamber. 


The total horsepower tor ventilating 
) 


and air conditioning the chamber is 


h.p. The current supplied to the ap 
paratus 1s 220 volts 
l Votor ft 
larger of the two, 4¢ 
». Motor t 


ulates the cycle between positive and 


drive piston 1s the 


1.5 h.p 


operate the valve reg 


negative 

Handles. There are two handles, lo 
cated on the outside of the box hous 
ing the motor, connecting rod and pis 


ton. One controls the total pressure 


idministered to the patient; the other 


controls the cycles per minute 


1. Pressure control valve this 


By 


means the the chamber 


may be varied from plus 40 mm. Hg 


above atmospheric and minus 40 mm 


pressure n 


Hg. below atmospheric 70mm 


Hy 


up to 


plus and minus 


Valve controllng cye per 


This may be varied from 


“te 
8 complete cycles per minute 
On ot 


Hexible connection to the body portion 


one side the box is a sem: 
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surgical 


patients 
home 
sooner with 


Administered after abdominal surgery 

as prophylaxis against distention and 
urinary retention, Prostigmin works hand 
in glove with early postoperative 


feeding and early ambulation. 


Prostigmin usually restores normal 
intestinal n otility quickly so 

that patients are back on a full 
diet sooner. With their strength 
restored, they are up and ready 

for discharge in a shorter time. 

Its tonic effect on bladder 
function keeps catheterizations 


at a minimum, / 
/ 
Because Prostigmin smooths Fy 


the postoperative course, it / 

eases the load of nurses on / Pa & eB 

— al ae or er j rosi IGImin 
make more hospital beds / ra : 

onsite tor ntti j Methylsulfate 

patients home quickly. i ‘Roche’ 


/ 
/ 


/ NE MINE 
/ METHYLS FATE 





HOFFMANN-LA ROCHE IN ; NUTLEY 10 ¢ N. J. 


Prostigmin® is hacked by 
more than 3,000 scientific 
publications. It is the 

tried and clinically proved 


neostigmine preparation, 
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Movement of walls of flexible container ex 


to varying external and internal pressures. 






























































Fig. 3a. Both the larger box and the 
container with flexible walls shown within 
are stabilized at atmospheric pressure 
(760 mm. Hg.) 


Fig. 3b. When the pressure in the box is 
increased by 60 mm. Hg., the walls of the 
flexible container are compressed because 
it still contains the same number of 
molecules of air in decreased volume 
(equivalent to 760 mm. Hg.) 


Fig 3c Conversely lowering the pres- 
sure in the box by 60 mm. Hg. causes the 
walls of the container to expand 


Fig. 3d. If the pressure in the inner con 
tainer is changed to equal the pressure 
n the box, the inner container retains its 
original shape, as in Fig 3a 


Fig. 3e. The converse of Fig. 3d 


In the follow ng diagrams the larger box 
will represent the immobilizing lung 
chamber with piston to raise and lower 
pressure therein, while the inner con 
tainer represents the lungs and nose to 
alveoli air passageway 


THUNBERG CHAMBER 


Fig. 3f. The piston is in thy mid-position 
n the cylinder and the chamber and 
lungs are stabilized at atmospheric pres 


sure 


Fig. 3g. If the pressure is rapidly raised 
n the chamber, the lungs are compressed 
because the increase strikes the outside 
of the lungs immediately while it is de- 
layed in reaching the alveoli because of 
the relatively narrow air passageway. In 
a moment, however, were the piston to 
remain so placed, the lungs would re 
expand to appear as in Fig. 3d 


Fig 3h. The converse of Fig 3g 


IMMOBILIZING LUNG CHAMBER 


Fig. 3i. Increase in pressure in the cham 
ber and outside of the lungs is delayed 
by the opening of the baffle or collar 
around the neck of the patient corre- 
sponding in relative size (and delay) to 
the opening of the air passageway to the 
lungs 


Fig. 3j. The converse of Fig. 3i 





of the chamber. This section weighs 
ibout 750 pounds 
The chamber consists of two parts, 
the shell for the patient's body and 
the head section with a total weight 
of 700 pounds 
Shell. This measures 24 inches in 
diameter, 48 inches high from. the 
floor on a wheeled frame, and 60 
inches long. It rests on a rectangular 
shaped frame containing four Casters 
for ease of mobility and includes the 
following 
1. Transparent plastic window—On 
top of the shell, over the area of the 
patients chest which 1s used to view 
the chest of the patient when he 1s 
in the machine 
2. Aneroid gauge—Also on top of 
the chamber, calibrated in millimeters 
of mercury, by which the total nega 
tive and positive pressure in the cham 
ber is determined 
ture—Located near the gauge 
is an opening into the shell of the 
chamber, 2! > inches in diameter, con 
trolled by a handle on the inside, by 
means of which the patient may re 
lease the pressure in the chamber 
while the motor is operating. He then 
may feel air rushing in and out of the 
chamber without a sensation of pres 
sure 
1. Handle These are located at 
the midpoint in the diameter of the 
thell at its connection to the head 
frame. There is one on each side which 
serves to fasten the head portion and 
body portion ot the chamber together 
These may be operated either from 
the inside or from the outside 
5. Air conditioning Within the 
rame supporting the body portion of 
the chamber is the air conditioning 
apparatus which is air cooled. Older 
models contained a water cooled air 
conditioning apparatus 
Head Section. This is attached to 
the shell and measures a total of 18 
inches in length and consists of the 
following 
1. Dome—A transparent hemi 
spheric “bomber nose” measuring 24 
inches in diameter 
Frame—This is attached to the 
dome and measures 6 inches long 


3. Pan—Into the dome and attached 


to the partition between the dome and 


the frame of the head part projects 


the pan, upon which a pillow is placed 


when the machine ts in operation 

i. Wheels—An independent set of 
wheels is attached to the frame 

5. Bed—This extends down into the 
body shell portion of the chamber and 
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Adrenalin 


hormone to be 
isolated in pure 
crystalline form 


Benadryl 


HYDROCHLORIDE 


American 
antihistaminic 
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Chloromycetin 


and only antibiotic 
synthesized on a 
practical scale 


Theelin 


crystalline 
estrogenic 
substance 


The Parke-Davis label, known and relie« 


ve world over, IS & Tespe ted 





ims a mattress which is attached 


to the head trame and on which the 


patient lies. A hair mattress is gen 
erally preferable to one composed of 
foam or sponge rubber, since rub 
I expands and contract 


making 


whether 


mattress 

in pressure 

letermine 

chest alone is moving (that ts, the p 
whether 
moving up and 


The toot 


tient 1s not immobilized), or 


' 
the entire body is 


flown with the mattress end 


of the bed contains wheels wl 
‘ the inside of the 
forming four point 


illowing ease 


[he frame contains oft 


ind on switches 
SI le ot tne cI 


Li ht 


Ne ! umber 
low the pat 
i he pa 


environment 


illow 
umber 
help from an attenda 
the patient learns to 
lays of tre 


few iment 


entire apparatus creates 


in the average vacuum cleaner 
ts place in the hospit 
{ upon by a hospital 
Columbia-Presbytertan Me 


Center this chamber 
room inient 


him 


Table |. Alternating Pressure and Cycling Rate of Immobilizing Lung Chamber 
for Alveolar Ventilation of 4000 cc. per Minute (Functional Residual 
Air of 2100 cc. — Anatomical Dead Space of 140 cc.) 

Tidal Air Pulmonary Ventilation 


Cycles per Minute Toto! Pressure mm. Hg 


6800 
6920 
7080 
7220 
7360 
7500 
7640 
7780 
7920 
8050 
8200 
8340 
8480 


20 123 
21 119 
22 116.5 
23 13 
24 I 
25 108 
26 106 
27 104 
28 102 
29 100 
30 98 
31 97 
32 96 
33 95 261 8620 
34 94 258 8160 


34 per minute to achieve slightly higher than norma! alveolar 


340 
329 
322 
314 
306.5 
300 
293 
288 
283 
278 
273 
269 
265 


Pressure required at cycles from 20 


ventilation. This is used during training period. For patients with adequate pulmonary function, 


~ 10 per cent, depending on degree of re!axation when patient 


these pressures can be lowered 5 
has been trained 


PRINCIPLES ind 
Durin 
intrapu 


then from the lungs, and at the 


same time It 1S being withdrawn from 


Imonary pressure the body portion of the chamber under 


tratracheal pressure vary but slig collar about the neck of the p 


trom the atmospheric. Increasing 


number of molecules of oxygen in During a ion of either phase 


theretore, the pressure within the 


lungs is therefore accomplished by 


ings lungs and within the 
‘ j 


round 


creasing the volume of the | body shell (sur 


Normal breathing is a constant pres ing the external thorax) 1s alwa 


changing volume mechanism the same 


ne ¢ As shown in the diagram on Pag 


sure 


volume 108, series of flexible walled con 


An increase tainers may be used to demonstrate the 


yen molecules is principles of operation of the im 


ot the 


| | , 
mber breath 


pres- ™m bilizing lung chamber (Fig. 3 


The lung may be compared to a con 


ta ) 1 th it yD j 
me ner opened to the a m S} nere and 


exposed to an alternating pressure ot 


Hg. The 


llustrate d 


id minus 55 


att] 1S 
battle 


follows from plus 55 ar mm 
' tunction of the in 
pressure n the 


these diagrams 
The 


minute 


is exactly 
the cycles per 


idequ itely to 


total pressure for 


required 


movement 

its venti 

ire Completely . 
. individuals is indicated in 

The total pressure is divided 


late most 
Fable | 
} 


by two in actual operation, since halt 


EXPLANATION OF PRINCIPLES 


the pressure is above atmospheric and 


the other half is below. During the 


training period these pressures have 


been found satisfactory, but after the 


patient has learned to relax in_ the 


chamber the total pressures may be 
reduced 10 per cent, namely trom 11 


Hg 


ferential pressure from 


mm. Hg. to 100 mm and the dif 


cm. tO 9.) OF 


\ir pressure in the positive phase 
builds up higher in the head end than 
end because of the 


body con 


collar 


im the 
striction accomplished by the 


This is relatively equal to the constric 


tion produced by the respiratory 


passageway between the nose and the 


ilveoli. A momentary differential pres 


sure, therefore 


exists between the head 
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When parenteral feeding is indicated 


$ a a 1+ 


can be employed with confidence . . . 


2 ls © 


AMIGEN 5% ow 
IN 5% DEXTROSE SOLUT!O’ 


With more than 500 references in medical literature 


attesting its worth, AMIGEN® isa protein hydrolysate 





of proved clinical value. 





When the patient cannot take food by mouth, when 
complete rest of the gastrointestinal tract is indicated, 
or when oral food intake must be supplemented 
Amigen solutions provide easily utilized protein nutri- 


ents plus dextrose for additional caloric value. 


specially designed for use with AMIGEN solutions... 
The AMISET Mead Johnson & Company's ster- 


ile, disposable infusion set, features an effective 
air filter, a plastic dripmeter, tubing and needle 
adapter, and an easily controlled tubing compres- 


sor. It is efficient, convenient and economical. 


coyD 


MEAD JOHNSON & CO. 


EVANSVILLE 21,8N D., U.S. A. 
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ince is such as t at 22, 28, or however many cycles per 


pressure from being n ire desired 


cycles per minute may be 


on the ventilation 


wing pat 

to hear the noise to which he wil 
exposed. He is shown that he can close 
open the chamber from the inside 
| at any 
1 in 
shown the thermostat, the fric- 
cks for selt-adjustment otf the 
and, finally, th ilve permitting 
pressure ) a the room 

D 


TRAINING PATIENT 


Betore 


1. When 
may also feel 
gg may be 
Prepare the Head Section. 


\W piace n € ee 


Check the Water Manometer. 
ipproximately 

ype of respirator one 

the negative phase 

the differential pres 

cm. In the im 


the ditter 


a momen 
thus the patient 


in by the ma 


Introduce Treatment 
The patient 1S pl ced on 


imber bed with the shell open 


port to the tsid n top of 


chamber) is opened preventing pres 
° 


sure from being built up. The patient 
then slides his head through the parti 
ion opening while the attendant talks 

him through the connecting tele 
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O Wi MUU lh MOU Van, Sf) ) Ytiid... 


of designing and manufacturing sterilizing apparatus 


Scanlan-Morris Water 


Sterilizers and Cylindrical 


Autoclave, Recessed 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. 

A Division of Air Reduction C Pa ted 
1400 EAST WASHINGTON AVENUE ® MADISON 10, WISCONSIN 
Bronch offices in many princi d on the West Coast by 


t cities. ® 
Ohio Chemical Pacific Company, Son Francisco; in Conada by Ohio Chemica! 
Canada Limited, Ley Montreal; internationally by Airco Company Inter- 


national, New York City. 








is reflected in the quality of 


SCANLAN-MORRIS 


STERILIZERS 


No matter what the requirements . . . for complete 
entral service installations throughout the hospital 
free-standing instrument, utensil or dressing 
sterilizers . . . exposed or recessed autoclaves . . . water 

sterilizers . . . formula sterilizers . . . milk bottle 
sterilizers . . . bedpan washers and sterilizers . . . 
laboratory autoclaves . . . portable electrically-heated 
instrument sterilizers for the doctor's office . . . 
bulk-type sterilizers (for large loads of surgical dressings 
and supplies) . . . disinfector-type sterilizers (for 
mattresses, bedding and clothing) . . . you'll find 
exactly what you desire in the complete Scanlan-Morris 
line. Hospitals throughout the world are equipped 
with Scanlan-Morris sterilizers. 


Many years of experience and direct personal 
contact with hospital superintendents, surgeons, 
engineers and architects, qualify us to give 
valuable assistance and guidance in the important 
matter of proper planning for sterilizers. 


Suggested layouts of equipment based on a careful 
survey of the conditions relating to the individual 
project, with complete recommendations for the 
most efficient and economical installation to meet the 
requirements, will be furnished upon request. 
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Form No. 1667 / 


OHIO HOSPITAL EQUIPMENT — Heidbrink Anesthesia Apparatus © 
Ohio Oxygen Therapy Apparatus * Kreiselman Resuscitators * 
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Surgical Tables © Operoy Surgical Lights ®© Scanlan Surgical Sutures 
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No Other [hypotensive 
Combines these... 


12 


Veritoia, a product of 
Riker Laboratories re 
search, is an alkaloidal 
extract of hypotensive 
principles obtained by 
fracticnation fron 
Veratrum viride. It is 
freed from the dross 
of the mother sub 
stance. Biologically 
assayed in mammals, 
with drop in blood 
pressure as end point 
Generically desig 


nated alkavervir. 


Veriloid is available in 3 dosage forms: Veriloid 
tablets: Veriloid-VP 
mg Veriloid-VPM 


3 mg 


LMUPORTANT 
ISI VALY TAN 


ERILOID 


INV MY PERTENSION 


Uniformly potent; con- 
stancy of pharmacologic 
action permits exacti- 
tude in dosage calculated 
in milligrams... 


A unique process of man- 
ufacture produces a 
tablet which dissolves 
slowly, thus assures 
Veriloid absorption and 
action over a consid- 
erable period... 


Moderates blood pres- 
sure by vasorelaxant 
action independent of 
vagomotor effect . . . 


No ganglionic or adre- 
nergic blocking... 


Lability of blood pres- 
sure, so important in 
meeting the demands of 
an active life, is not in- 
terfered with; no danger 
of postural hypoten- 
sion... 


Veriloid, 2 mg., 


mannitol hexanitrate, 10 mg. 


RIKER LABORATORIES, INC., e480 


3, March 1952 


Veriloid, 2 mg., 


9 
LO 


12 


plain 
and phenobarbital, 15 
phenobarbital, 15 mg., and 


BEVERLY BLVD., 


Cardiac output is not re- 
duced... 


No compromise of renal 
function . 


Cerebral blood flow is 
not decreased .. . 


Tolerance or idiosyn- 
crasy rarely develops... 


Hence can be given over 
long periods in the aim 
to arrest or lessen pro- 
gression of hyperten- 
sion... 


Well tolerated in prop- 
erly adjusted dosage; 
does not lead to head- 
ache... 


Produces a prompt and 
sustained drop in blood 
pressure in all forms of 
hypertension 


in 1, 2, and 


LOS ANGELES 48, CALIF 











Is present 


tron, and 


Pp iment I 


free passa 


ilveol 


114 


ring 


nervo 


process 


wit 


SNess 


hest mn pe sitive pl 


ivanced emphysema ind expansion 1¢ chest during 


dowever, if cl negative phase ¢ ur pressure 


exerted t itside of the 
is then k 
pressure 
anometer 
cycling and the pressure 
} 


adjusted separately 


seems to require a breath every 

often, then the rate or the pressure, 
th, may be increased When 

ventilation is stopped, ze. the 

turned off, patients generally 

ime spontaneous breathing slowly 

breath ? tive or LO 

pressure 

In any 


motionless 


nsferred 


hamber 


observed by 


should wear 


crew 
that there 
in the open 


worn by the 


hairne 
these 
in the 


chamber 
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PROFESSIONAL SERVICE DEPARTMENT 
1401 WALNUT STREET 
PHILADELPHIA 2, PA. 


Please have your representative call to discuss 
arrangements for presentation of exhibits. 


We appreciate the cooperation of the administrative 
staffs of the many hospitals that have assisted us in 
the presentation of our exhibits. 

Your medical staffs have been generous in their 
praise and have expressed themselves favorably for 
this time-saving mode of keeping the busy physician 
posted on recent developments in medicine. 

These evidences of whole-hearted support are both 
reward and incentive to keep our exhibits at the 
highest possible level of interest and usefulness. 

If your institution has not availed itself of this Wyeth 


Service, we will be pleased to accommodate you. 


oe Just mail this coupon. 


WYETH INCORPORATED 
PHILADELPHIA 2, PA. 








ing the collar, but the tissue should 


be put ina box 


LENGTH OF TREATMENT 
There has been no evidence of harm 


from the utilization of the chamber 
in 30 patients who have had either 
four to seven months of continuous 
use, Or in patients who have had two 
courses of four months each, or in 
one patient who had three courses of 
four months each. There would, there 


fore, appear & be no reason to warn 


The minimum period of treatment 
each day should be nine consecutive 
hours (except for meals ‘his would 
Ulow an institution to treat two pa 
tients per day in each chamber is 
preferable, however, to allow the pa 


> 


nent trom 10 to hours in the cham 


ber each day. Residence in the cham 
ber is increased one-half hour per day 
for the first six days and then at a 
rate not greater than one hour per day 
because the patient's back, usually un 
accustomed to the 


supine pe sition 


and probably 


extended 


four to five months, 


should not be beyond six 
months without a rest trom the cham- 
after which 


course may be instituted 


ber for a period of time 
t second 
Upon completion of treatment the pa 
tient 1s placed at postural bed rest 
Six to seven hours daily, for a period 
make cer 
After this 


a regimen of 


to three months, t 
j 


tain his disease 


of two 
is arrested 
period he ts placed on 
gradually increasing activity, as would 


follow any other form of tuberculosis 


against its use on the ground of con may become tured therapy leading to an arrest of the 


ceivable injurious effects The average length of treatment ts disease 


NO ENNUI 

The majority of patients do ne 
complain of boredom. When a pa 
1; 


ient is well trained, radio earphones 
or 1 loud speaker may be placed in 


the head end of the chamber if the 


listen to the radio 
The radio ts placed outside of the 


chamber and a wire is passed through a 


patient wishes & 


AT LASTS 


The patient may 
magazine <¢ and may lie 


some de 


, 
prepared opeaing 


a Real Surgical 


Instrument —— gly’ gon Prag srg 
for “preps. ... 


yree, but he should I to watcl 
the water Manometer 
Pat t } b »bserved 
iments Nave een opscerved 
urs manifesting few 
movements which 


ferent from their beha 


move their arms ¢ 
The desire 
even in pati 
conhrme 
three 
remova 
rulse 
inusual mental 


as physic il relaxation that occurs 
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Why hospitals are using 
wrappers of PATAPAR (27-2T) 


in sterilizers 


More and more hospitals have discovered the 
advantage and economy of using a special type 
of Patapar Vegetable Parchment for wrapping 
dressings, instruments and other items that are 
to be sterilized in live steam. The type that is 
used is Patapar 27-2T. This inexpensive mate- 
rial has high wet-strength. It is boil-proof. It 
is free from fuzzy fibres and is odorless, clean 


and sanitary. 


Research Laboratory proves PATAPAR’S excellent performance 


Tests made by Bio-Research Laboratories, Berkeley, California substantiate reports from hospitals 





and prove the excellent performance of Patapar 27-2T. A summary of this report together with 


factual information and samples of Patapar 27-2T will be furnished on request. Write us today 


HI-WET-STRENGTH é ee 


GREASE-RESISTING PARCHMENT 


Paterson Parchment Paper Company - Bristol, Pennsylvania 
adquarters for Vegetable Parchment since 1885 
WEST COAST PLANT: 340 BRYANT STREET, SAN FRANCISCO 7, CALIFORNIA 
SALES OFFICES: 122 E.42nd ST., NEW YORK 17, N.Y.-111W. WASHINGTON ST., CHICAGO 2, ILL. 
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tor such activities. Also the hydro 
therapy area should be separated fron 


REHABILITATION UNIT the other treatment areas because ot 


noise and high humidity, and preter 
bly should be air conditioned to main 
tain constant dry and wet bulb temper 
irures 
The usual toilet facilines found in 
hospitals for outpatients are not ade 
made studies of comparable institu quate for use by patients being treated 
tions with established departments of | in departments of physical medicine 


licine and rehabilitation ind 


physical mec rehabilitation. In the first place 
Although physic il space could not be rotlet facilities should be located con 

ilocated according to the minimal  veniently near the treatment section 

How close a number of patient referrals from both = or where the largest group of patients 

ul societies for — clinics and hospital wards at the time — is being handled. In this way, they may 

the National Founda the department was organized, prox be used routinely as well as for re 
lysis chapter imity to wards and outpatient clinics — habilitation training purposes. Special 


iwencies? Ofter ind 


location permitting future ex- equipment must be provided, such as 


ison the separate efforts of suct pansions were considered of first im handrails on both right and left for 
' 


id 


inettective t wk of portance. The allocated area was patients getting up and down from the 


planned for balanced operational rela stool; and the entrance to the stool 

litferent from “c itl tionship to administrative offices and — she uld, be of a width adequate to per 
on paper diagnostic and treatment sections. [It mit entrance of a wheel chair. The 
Insofar as it is a m ul ntict now consists of 482.4 square feet for lavatory should also be of sufficient 
pated activity, the problem ) i idministrative offices and 3958.5 square height to permit the arms of a wheel 
closely allied to the problem of feet for diagnosis and treatment. At wir to go under it. The toilet facil 
sonnel ditter one importa present, an inpatient service is being tes « just one of the many items 
1 when a de 


medicine and rehabilitation service partment is being planned which can 


spect r, and that 1 ) ul planned to complete a 24 hour physical — that should be considere: 


The department was established pri be used for other patients as well as 


ind occupational therapy = marily to provide research and teach lepartmental personnel 


in the basement or Ing facilities treatment service being 

stepchild. Whether — considered secondary STORAGE SPACE IMPORTANT 

s well lighted and If it is necessary to remodel a given Because certain equipment, whether 
rea in a hospital to establish a depart r treatment or research, is not always 
ment, it is important to consider the in u rage space is very important 


porta iforementioned items, as well as the is hardly necessary to add that ad 
specific departmental objective accord ministrative space should be parti 
to the type of hospital tioned off from treatment space, and 


HASTENS PATIENT’S RECOVERY 


physic In the division of space erta that there must be space for patients 


ny 


be t treatment cubicles may illec ait. The therapists dressing room 
privacy, while others may | ir would have, in addition to the usual 
ments. Since it tween the r adaptability. 7 toilet facilities, a shower and adequate 
hospital at return of the patient a rait training, anc lockers for storing uniforms (minimal 
commun icilit he effect f al inside dimensions 71 inches high, 18 

ness of i Uarly impartant nches wide and 20 inches deep 
important he total area is restricted. For The manual? “Essentials of a Good 


rebuild iin €xXaminations and tests, how Physical Therapy Department’ contains 
1 be at least one com suggestions regarding lighting, wiring 
vailable plumbing, flooring. and decorating 
of Illinois Re generally applicable to physical medi 
Hospitals, we cine and rehabilitation departments 

ite room for thera and need not be enumerated he 

tic exercise including step and curb However, we have found the use 
imbing. progressive heavy resistance, color throughout the department for 
table, including ergograph, floor and wall coverings, equipment 
Itiple units of equipment for including crutches, to have definite 
gressive resistance exercises of a psychological advantages. From the 
muscle group, walking bars, and same source™ may be obtained lists 
s€ activities relating largely t of required equipment and the amount 
locomotion. If at all possible, the de needed for 50, 100, 200 and 500 bed 

partment should provide such a room hospitals 

not, areas should be combined at In larger teaching and research in 


Education tals. rtain times to create sufficient area stitutions, of course considerable 
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Dihydrostreptomycin Sulfate 


A drug of Choice 


Numerous studies by leading clinicians confirm that 

Crystalline Dihyvdrostreptomycin Sulfate is as effective m m P 
as Streptomycin, minimizes pain and swelling at the in 7 uberculosis 
site of injection, and may be used even in some patients 


illergic to streptomycin. 


Furthermore, extensive comparative investigations 
have proved Crystalline Dihydros‘reptomycin Sulfate 
Merck less toxic to the vestibular system. In addition 
to the dry form, this preferred product is available also 
ina convenient, ready-to-inject form as SOLU TION OF 


CRYSTALLINE DIHYDROSTREPILOMYCIN SULFATE 
MERCK 


PARA-AMINOSALICYLIC ACID MERCK (PAS), when 
ised in combination with Crystalline Dihyvdrostrepto 
mycin Sulfate Merck, prolongs the effective period of 
antibiotic therapy by ini ibiting ol delaying the devel- 


opment of bacterial resistance. 


a” A BEFORE PREATMENI 


j lays prior to Dihydr eptom 


pv) Diffuse lobular tubercu 


streptomycin) Consid 


exudat p 


*% lower lf of left lung; thin-walled cavit 
tbove hilus (3 x 3.5 cm.). 

? @ AFIER 3 MONTHS’ TREAIMENI 

(2 day after é finnan f vare 


. 


CRYSTALLINE DIHYDROSTREPTOMYCIN 
SULFATE MERCK 





MERCK & CO., INC. 
Vanu facturing Chemists 


RAHWAY NEw ¢$EeERsev 


tm Canada: MERCK & CO. L ted -M treal 


March 1952 











an 


Chere a ly ome 
Phospho-Soda 


The only stable aqueous solution of the 


two U.S.P. sodium phosphates containing 
in each 100 cc. sodium biphosphate 48 Gm 


and sodium phosphate 18 Gm 


Safe and effective: whenever 
eh telilelamiMlaleiiaeli-te 


Packaged: Gallon 
2 6 and 16 fi. oz 
bottles. Economical 
hospital gallon size 
available only from 


manufacturer 


C. B. FLEET COMPANY, INC. 


LYNCHBURG VIRGINIA 


Accepted for advertising by the Journal 
of the American Medical Association 





equipment for studies in electromy 


i 
ography, kinesiology, and other special 
investigation will be needed, and ade 
quate space mus be provided for its 


Much of the basic equipment, such 
iS steps adjustable for all types ot 
patients as well as for the smallest 
child to the tallest adult), walking bars 
and shoulder wheel can be built by the 
hospital maintenance staff. Of other 
items, only one is needed for depart 
ments in hospitals up to 500 beds; for 
example, progressive resistance exert 

Wt j 


cise apparatus, stall bars, head sling tor 


| 
cervical traction, triple posture mirror 


Wall mirrors at least 6 feet in height 


feet in width should be placed in 


ink 
the therapeutic exercise room wherever 
there is available space, the lower bor 
der flush with the floor. It is not pos 
sible to have too many mirrors and 
most departments have too few. It is 
important to have a mirror at either 
end of the parallel bars used for am 
bulation training or any other are 
where patients are being traine 
imbulation technics, with or without 
crutches 

For hydrotherapy, most general hos 
pitals will find the Hubbard tank, be 
cause of its modest size and therape 
ic control, best a lapred to their needs 
Pools, or combination Hubbard tank 
ind pool, of Course, are usually a stan 
rd item for hospitals specializing in 
‘ 


poliomyelitis and other neuromuscular 


isabilities, Where a full exercise range 


Is component of Liong term program 


chases of equipment should be con 
to items approved by the Council 
on Physical Medicine and Rehabilita 


tion of the American Medical Associa 








on. By writing the council, a list of 
ccepted apparatus and manufacturers 
can be ob ned wit! COS 
Once the departmen Ss organized 
S¢ I pped, the twin ques 
ns of Iminis nm and 
merye | 1d ‘ ne veneral | 
ministrative problems familiar t 
nad Os} i personne ce 
r | Pf i ne Spec i 
One of these ertainly, relates to the 
lesirability of keeping a running rec 
rd oft € service given by the de 
partment as reflected by use of person 


nel and fac LITICS This problem begins 


with the referral f the patient ind 


follows through to dismissal 
Ihe recording system should be s 
fevised that, while accurately and cur 


rently up to date, it will not place an 
idministrative burden on the person 
nel. Our own system begins with a 


} 
1 


form entitled “Physical Medicine a 
Rehabilitation Consultation or Request 
ind Record.” It provides identification 
space including the source of referral 


ind whether or not the treatment is t 


be given in the department or on the 
ward 

The next two spaces provide for the 
reterring physicians diagnosis — for 
which treatment is requested and the 


results desired. The latter is signed by 


the physician. Next is a summary of 
the physiatrist’s findings and a signed 
summary of the treatment prescribed 
At the bottom of the first page 1s 
blank calendar on which treatments are 
recorded by the physical therapist or 
occupational therapist, the former sign 
ing in one channel and the latter in 
another so that the general category of 
ley j 


treatment can be easily identitied 


Each day the clerk totals the treat 
ments on a special tally sheet ind these 
can in turn be totaled for the week 
month and year. These totals show hos 
pital or clinic patients acc rding to the 
source of referral, whether they are 
new patients, patients under treatment 
patients dismissed, and whether or not 
these treatments required visits t the 
wards. A copy of procedures for both 


inpatients and outpatients can be ob 


tained by writing to me 


PHYSICIANS MUST UNDERSTAND 

In the matter of referrals, it may be 
relevant to point out that although 
there is increasing awareness of the 
potentialities of physical medicine and 
rehabilitation in speeding recovery 
many physicians are still not acquainte { 


with the results possible through these 


procedures. Elkins’ recently pointed 
out that these attitudes are the result 
of inadequacies in the basic education 


physicians. While we can look for 


ward to improvement in this situation 





with the levelopment of undergradu 
te and postgraduate curriculums, 1t 


should be remembered that the depart 
ment can, through tact, diplomacy and 
industry, interest the general profes 
lepartment 
has to offer, particularly since this work 


has, in addition to scientific interest 


liscussion of administration is that of 
finance. It is, of course, impossible t 
make any specific suggestion regarding 
tee schedules for specifi procedures or 
combinations of procedures, since these 
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So fully dependable... 


Because Kodak Chemieals are so carefully formulated, then 


compounded of tested ingredients with such precise care 


and packaged to preserve and protect their quality—they 
provide the radiologist with constant assurance of uniform, 
dependable results. Further reasons for their steadily in- 


creasing popularity. 


l. Use 
\ Kodak Film 
' | Blue Brand 
For superior radiographic results, ue bran 
follow this simple, time-tested rule: always 
2. Process in 
Kodak Chemicals 
(LIQUID OR POWDER) 
FASTMAN KODAK COMPANY, 
MEDICAL DIVISION, Order from VOuT X-TAaY dealer 


ROCHESTER 4, N.Y. 














y Kodalk 





Two new 
Hill-Rom firsts 


to help reduce bed falls 


Both of these new Hill-Rom safety items can be used 
on any hospital bed wood or metal. The Safety side 
Is attached to the head-end of the bed and does not 
interfere with use of overbed table. nor with making up 
the bed. Above illustration shows its use for a cardiac 
case. enabling the patient to rest or sleep in an almost- 
sitting position 

The Safety Ste pise asily attached to either side of the 
bed. and mav be easily raised out of the way with a 
tous h of the toe when doctor or nurse is working at the 
bedside. With this new step the entire weight is carried Vepalhecs ds reap agro 


attached and 


ted by even ao small 


on the floor—there is no strain on the side rail of the bed be e 


W rite for illustrated literature and « omple te information. nurse 


HILL-ROM COMPANY, INC., BATESVILLE, IND. 


Furniture for the Modern Hospital 


involve general policy of the institu- 
tion as a whole and vary according to 
the conditions of the community. Time 
required for the treatment is a good 
relative guide within the framework 
of this established policy 

In this connection, one suggestion 1s 
particularly pertinent—the basic phil- 
osophy of rehabilitation is applicable 
in the problem of fixing fee schedules, 
and by applying it rigorously the 
chances of confusion and inconsistency 
will be greatly minimized. The phil 
osophy of rehabilitation is ‘ntegrative; 
that is to say. a complex of services 
must be brought to focus on the indi 
vidual, and the fees charged should bs 
in terms of this focus, not its com 
ponent parts. Instead of itemized fees 
for separate steps in the total rehabili 
tation process (one charge for physical 
therapy, another for occupational ther 
apy, another tor speech therapy, social 
service, and so on) a single fee should 
reflect the totality of the process 

This question of finance cannot be 
discussed without referring again to the 
agencies, official and nonofficial, oper- 
ating within the community. When 


there is an actual, operating, direct 


licine and 


service, such as physical mec 
rehabilitation, providing wh I havc 
previously referred to as a “functional 
focus much of the problem of c 
ordination of effort, which we hear 

great deal abour, disappears. The many 
services needed by the individual for 
physical and vocational adjustment 
converging in one place, reach their 
maximum o£ effectiveness. These or 
ganizations can well furnish a sub 
stantial source of revenue and, by fur- 
nishing a common point of interest for 
these diversified groups, strengthen the 
community position of the entire hos 
pital. It is, in other words, a public 
relations project as well as an admin 


istrative problem 
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in practical. convenient and economical forms for every hospital service, 


the following antibiotic agents are now available with the Pfzer seal of 


purity, potency and quality es 


TERRAMYCIN 


Capsules 

eo} mg 

L100 n 
me 


Oral Suspension 


ntatr 
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& 
7 
"SS 
: oa 
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Oral Drops 


Vial containir 
10 ¢ flavored 


} 
calibrated dropper 


Intravenous 
10 ec. vials containing 


"0 rials containing 


PENICILLIN 
Pronapen® (Penicillin G Procaine 
Crystalline with Buffered 


Penicillin G Sodium Crystalline ) 
Penicillin G Potassium Crystalline 


Penicillin G Procaine Crystalline 


inOilwith2@ Aluminum Mono-tearate 
Penicillin G Procaine Crystalline 


in Aqueous Suspension 


Liquapen* 


STREPTOMYCIN 


Streptomycin Sulfate 


DIHYDROSTREPTOMYCIN 
Dihvdrostreptomyein Sulfate 


Crvstalline Dihvdrostreptomyein 


Sulfate Solution 


BACITRACIN 
Ointment 


Ophthalmic Ointment 


Vote to hospital pharmacists 


Troches 
15 mg. each; boxes of 24 


Ointment (topical 


14 and 1 oz. tubes; 30 mg. per Gm. 


Ophthalmic Ointment 
1. oz. tubes: 5 mg. per Gm. 
Ophthalmic Solution 
> cc. dropper vials; 25 mg 


Otic Solution (with Benzocaine ) 


5 cc. dropper vials; 25 mg 


Nasal ( with desoxvephedrine HCl) 


5 cc. dropper vials; 25 mg. 


Soluble Tablets 
me. each: bores of 24 


Vaginal Suppositories 
100 mg. each: cartons of 10 


Penicillin G Procaine Crystalline 
for Aqueous Injection 

Penicillin G Potassium Crystalline 
Tablets (buffered 

Penicillin G Potassium Crystalline 
Soluble Tablets 

Penicillin G Potassium Crystalline 
Troches 


Pen Drops* 


POLYMYXIN 


Sterile (parenteral) 
Sterile (topic al) 


lopical Ointment 


COMBIOTIC* 


(Penicillin and Dihvdro- 
streptomycin in a sing/e injection) 
Combiotie® Pes tdry 


Combiotic® Aqueous Suspension 


\ specially trained group of Phzer Hospital Service Repre 


sentatives is now in the field. ready te assist vou with information on these antibiotic 


specialties and offer vou other services 


Trade Przer & Co., Ine 


° 
(Pfizer world’s largest producer of antibiotics 
NX @ a 


ANTIBIOTIC DIVISION, CHAS, PFIZER & CO., INC.. Brooklyn 6, N.Y. 
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Conducted by Mary P. Huddieson 


Tile and Metal Keep the Kitchen Spotless 


AXIMUM efticiency in meeting a 


huge food service load has been 
leveloped in the new kitchen of Provi 


Hospital, Waci 
{ 


Conveniently located 


lence Tex 


level on the first floor of a new wing 


containing 125 beds, the new kitchen 


replaces former second floor food 


ind 1s to provide food 


service for bed patients anc p 


proximately 180 hospital employes 


word in sani 


se of maintenance, while 


It emphasizes the last 
tion and ea 
tackling a fe 1 load more 


than three ¢t { t the ormer 
lepartment 


Des nie 


kitchen 
stainless 
Texas to mak 
the gleaming n 


Hospital dietary 


the Providence 


rement, headed 


MAJ. BERT MERRILL 


Waco, Tex 


by Mrs. A 
metal 


and the 


Jordan, specified it wherever 
kitchen, 


its employment in 


is used throughout the 


result 1s 


many fixtures where normally wood 


inoleum or tle surfaces might have 
been used 

The ability to make a quick inspec 
operation of all depar 
made a key point 


kitchen 


tron of the 
ments was 
design of the 


Mrs. Jordan 


partment radiates off the 


ACCOTG 
Accordingly, each 
focal point 


where a crew of six girls around the 


U-shaped table makes up food trays 


which are transported in seven elec 


rically heated carts to five floors in 


the new annex, and two in the orig 


inal building. 1 unit and 


heavy-duty cooking area occupy ap 


proximately 40 per cent of the entire 
kitchen space, separated from the par 
ticioned departments on the right wall 


by a wide corridor, extending the en 


tire length 


Each department along the corridor 
is separated by a 5 foot tile wall, over 
which it ts possible to inspect or keep 
a check on progress. First on the right 
is the dishwashing room, with complete 
tutomatic glasswasher, | dishwasher 
prewashing equipment, and_ stainless 


racks for Next 
and in the center, 


storage urensils 


liet kitchen 
looking directly into the cooking area, 


Ss the glassed in 


air-conditioned office 
Immediately opposite, and arranged t 
face and 
partitioned-off por and 
More 
ippearing one 


hall, 


unit 


the end of the grill range, 1s 


sink 


departments, all 


pan 
separated 
ifter another down the 


include vegetable 


} 


pre parat 1On 


located on one side of a huge 
refrigerator, which also opens into the 
meat preparation department on the 
opposite side. The large tile refrigera- 
tor, serviced by a single unit, inci- 
lentally, is unique in that it is divided 
four 


the appropriate department 


nto sections, each into 


opening 
Included 
refrigerator, © 


ire a © by 8 foor dairy 


by 8 foot produce refrigerator, 12 by 8 
foot meat box, and a 4 by 6 foot deep 


freeze unit, operating at —l10° F 


Overhead dome coolers, powered by a 


single 3 h.p. condensing unit, provide 


needed cold for each of the sections 

Ar the extreme end of the corridor 
is a convenient truck dock entrance, 
from which foods can be wheeled di 


rectly into the storcroom, and here 


corridor angles off sharply to the 


left, giving access to the garbage re 


The tray preparation area is the 
focal point of the department. 
A crew of six girls, working at 
the U-shaped table, prepares 
trays for distribution through- 
out the building on heated carts. 
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Dyer, Indiana 


THAT PLEASES... 


In nearly seven decades of specialized service to 
those who serve many people each day. we have 
learned much about blending teas that please. 
The country’s leading hospitals serve Sherman 
Blend exquisite tea to cheer the sick and stim- 
ulate the convalescent appetite. Clubs. hotels. 
restaurants know that this luxury beverage at an 
ote team ae aS economy price will flatter the taste of the most 
fastidious patron. For less than three-tenths of 
a cent per cup more, you can have this insur- 


ance of guest satisfaction. 
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yrease have accumulatec 
in back of the 
elsewhere Becau 


huge volumes of used 


without damage any sort, the 
kitchen can be t immaculately 


clean with less than one-third the 
effort formerly required, the Provi 
lence management emphasized 





FOOD FOR THOUGHT 





Milk in Many Forms 
Ww 


th all the current excitement over 
juct includ 
tern 


and sé ma lutary 


Salutary 


lar fermented milk 


have the following definitions of popu 


itative Daw 


us MICTrOsC 


sucn n 


rmulk: A termente 


ny organisms 
Addition 


losely resemble 


troduced as 
oxide devel pe 
s trapped by 
tightly 


stages of 


special Da t aries from ¢ 
{ 


wiping down milks in Consistency and 
stainless metal of milk solids 
six times food with fine 
from concentrated 


mented with 
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~ EVERY HOSPITAL WITH A FOOD SERVICE PROBLEM 
will find real food for thought in the above letter. Written by 
an outstanding Administrator, it answers many hospitals 
interested in Reading Hospital’s reasons for converting its 
buildings (450 beds) to MEALPACK service for all patients. 


the Mealpack System is operating in hospitals, old and new, 
with from 20 to 500 beds. It has been adopted, in virtually 
every case, after surveys and pre-testing have proved its 
advantages and economies. 


Wnritetor the complete MEALPACK story 
—and a list of users nearest you 


Student nurse Shirley Westman adds 
soup, hot beverage and ice cream to one 
of the 20 trays carried on each trip of 
Mealpack’s Tray Cart. Each Cart rolls 
from main kitchen direct to floor serving 
areas. Literally a “portable floor pantry.”” 
Delayed trays may be served up to 2 
hours after provisioning! 


PE bs te > 
Delicious, selective menus /or every 
patient—hot foods nor and cold foods 
coLD. And Mealpack enables you to 
make very substantial cuts in food 
service costs. 


A SUBSIDIARY OF AMERICAN HOSPITAL SUPPLY CORPORATION 
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ind merely filed. However, I believe 
1 separate book or card file is better 
If the institution stamps a number on 
each piece ot equipment tnis number 
should, of course, appear on the rec 


ord. When the machine 


Maintaining and keeping records on 


' ; 
service checking card should be posted 
If these cards are in a cellophane 


container they will be protected 


from 


i burt, of cou lit acces 


KITCHEN EQUIPM ae erp eapingeen 


case, motor. There also appear a date 
line and a_ place if 1 workman 
ing the job to initial it. There are 


CHRISTINE RICKER ilways two kinds of maintenance; the 
Director of Food Service need for this must be determined by 


Stanford University the service department 
The machine 
n one area and a special 


twice a year. These spect 
/ 


hauls should be determine 

decide on the A 
tion é vcr ik program 
he order. Here 
; breaks, we turn 
« storekeeper or . P 
, . the broken 


when it 


wont again be 


d War Il when 


equipment rece 


WATCH AND ASK QUESTIONS 
The great day comes and the equip 
mt Breakage 


lems. We pe 


mixer as 
bably be 
1 ' ment and somet 
ii be envelopes at 
. put our moncy 


Mr. Wenzel 


sts 


instruct 
n 

is being added ant, sugge 
is wise for plate, cup 
ot each with 


INCLUDE ON JOB SHEET 
This is, of « 


equipment 
It the pot w: 


he cleaning of 
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Lange hospital or simall... 


theres a \OASTMASTER 


toaster tor every need / 





4-SLICE MODEL 1D2 
Toasts over 250 
slices per hour 


° 


A Toaster for every Hospital Need! 


FOR THE MAIN KITCHEN... The 16- 
slice, Model 4-1D2-D (above), is 
ideal for larger hospital main kitch- 
ens. That's because it has plenty of 
toasting capacity —pops up over 1000 
slices per hour! 
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FOR THE DIET KITCHEN... The 
2-slice, Model 1BB4 (above), 
is perfect for diet kitchens. It 
pops up over 125 slices of toast 
per hour. Equipped with cord 
to plug into any wall outlet. 








SUPPOSE YOUR HOSPITAL is one of the country’s 
largest. Or, suppose it’s quite modest in size 
In either case, there’s a “Toastmaster” 
loaster to fit your needs. In all, there are 
six toaster sizes, from the 2-slice model on 
up to the 16-slice—with capacities from 125 
to 1000 slices per hour. 


EVERY SLICE IS PERFECT every time—without 
watching, without waiting. That's because 
the *“ Toastmaster” Toaster is completely 
Just drop in the bread and press 


When 


done to pertection, toast pops up, current 


automatic 
the lever. That's all there is to it 
shuts off. There's no scraping, no re-toasting, 


no bread waste. 


YOU SAVE ON ELECTRICITY, too. This toaster 
needs no preheating. It uses current only 
while toasting and each pair of slots is indi- 


vidually controlled 


HERE'S SOLID CONSTRUCTION, rugged depend- 
ability to meet the demands of heavy-duty 
institutional use. Its extra-thick chromium- 
plated finish is long-lasting and easy to keep 
sparkling bright. 

TRY PUTTING A “Toastmaster’’* 


diet-kitchen duty. More and more hospitals 


‘Toaster on 


are supplementing their main-kitchen toast- 
ers in this way. Call your food-service equip- 


ment dealer, today 


TOASTMASTER 


eee 


Aree 


i 
' 


Dept. G-32 

TOASTMASTER PRODUCTS DIVISION 

McGrow Electric Company, Elgin, Ill 

Toasters 


Roll and 


Send me complete information on © loastmaster 


Send me complete information or Toastmaster 


Food Warmers 
Name 
Institution 
iddre 
Gib 


My Dealer s Name 





rsa ee cement mes 
rn 


en 


Ya lic 
presents 


COLOR 
TRAYS 


Now, Silite gives you beauti- 
ful, sparkling color! And never 
before have color trays been 
offered at such a low price! 
Like all Silite products, these 
new color trays are precision- 
made to withstand the hardest 
usage. They’re durable, at- 
tractive, economical! 


APPEALING 
DESIGNS 


BEAUTIFUL cathe 


fae) he) 4) Linen Patterns 


See how eye-appealing Silite 
colors complement any decor! 
Silite color trays are the quick, 
economical way to dress up 
any commercial food service. 
You are invited to make in- 
quiries. 

Silite also offers you a 
complete line of standard 


7 


‘‘Tu-Tone”’ trays, a great 


value! 


_ 
ea 


. 1 
Si Lite 
2525 WEST 18TH STREET 
CHICAGO, ILLINOIS 


xample 


man 


j 


1 show 


Most ot 
he upkeep comes in the routine daily 
cleaning but let us remember the ice 

cabinet. It is better to defrost 
we Cream 

water 

latter practi e may tuse (re uble 
expansion f the refrigerant 
ompresso! 


she ul { be 


when beginning t 


prevent conde 


USE SOAP AND WATER 
ot tloor 


lep 
lepend 


Many 

Ss who suffer with hard water prob 
untenance on these items 

to washing, it is mecessary 

tain removal unless some 

new products 0 he market 
Innecessa©ry 

go on indefinitely but t 

i few words: Have ade 

te equipment records teach em 

pl yes proper use and care of equip 
nent; have a maintenance program 
weekly, monthly and yearly, and in 


training always remember the words 


old preacher I tells ‘em I'm 
ll 1 
i 


em. I tells ‘em. I tells 


t¢ 


em 
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New Food Conveyor Brings You These 
Advantages of Selective Menu Service 


EVERY DAY more hospitals are learning the “Selective Menu” lesson. 
The experience of many institutions proves that providing a choice 
of foods and getting them to the patient in palatable form has 
important advantages. For one thing, patients’ morale is improved 
and recovery is speeded. There’s more appetite appeal, less food waste, 
greater satisfaction with your hospital's service. 


ONE CONVEYOR, MANY TOP ARRANGEMENTS — The 
Blickman “Selective Menu” Food Conveyor has been specially 
designed to provide a variety of foods for selective menus. It is built 
entirely of stainless steel. Square and rectangular pans, furnished with 
each conveyor, can be arranged in different ways within each of the 
two rectangular wells. Combinations can be varied according to the 
food requirements for any given meal. Since it transports food in 
bulk, fewer trips are required, reducing elevator use considerably 


during mealtime 


NEW, SEAMLESS, SANITARY TOP — The “Selective Menu” Food 
Conveyor also achieves high standards of sanitation with the new 
crevice-free, sanitary top. All surfaces are smooth and continuous 
where wells meet the top deck. Thus dirt-collecting traps around 
wells found in ordinary construction are entirely eliminated. Why 
not investigate the unusual features of this new conveyor now? .. . 


Write for helpful booklet. 


“Selective Menu” Food Con- 
veyor at Stamford (Conn.) 
Hospital. Nurses carry trays 
from diet kitchen to patients 
with food that is hot and 
appetizing. 


| ta Blickman-Built 


FOOD SERVICE EQUIPMENT tT - 


i 
COFFEE URNS STEAM TABLES 








* Patients Enjoy food 
Meals Are More falatable 
° Menu Has Greater Variety 
* Less food Is Wasted, 
° Elevator Loads Are Reduced 








FOOD CONVEYORS 


4 


“ - 
CHOOSE the top deck arrangement needed for any spe- 


cific menu. Variety of sizes in square ond rectangular 
insets permits flexibility in accommodating a number of 
vegetables, meats, fish, potatoes, soup and broth. 


SEAMLESS, crevice-free, sanitary top—all wells are part of 
the top deck, forming smooth, continuous, crevice-free sur- 
faces where they join the top. Cleaning is simple and quick. 


Send 
for 
Catalog 
7” Send for helpful descriptive literature 
explaining merits of the “Selective 
Menu” and describing this and other 
Blickman-Built Food Conveyors. 


S. Blickman, Inc., 
1503 Gregory Ave., Weehawken, N. J. 


B 6 Ma 


WORK TABLES 


You are welcome to our exhibit at the New England Hospital Assembly, Hancock Room, Hotel Statler, Boston, Mass., March 24-26 
and to the Southeastern Hospital Conference, Biltmore Hotel, Atlanta, Ga., April 16-18. 
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Menus for April 1952 


Apricot Nectar 
Soft Cooked Ego 
° . 
Beef Stew 
Mashed Potatoe x 
Buttered Green Bea 
Tomato, Cucumber Salad 
With Roquefort Dressing ” 
Deep-Dish Apple Pie 


uffed Pork Tenderlo 
Baked Potatoe 
Grilled T 
eapple, Cabbage S 
Drange Bavarian Crear 


Vegetable Soup 
becued Beef on 6 
Salad Wit! 
and Dressir 


Breaded Veal Cutlet 
Deimonico Potatoe 
Buttered Cauliflowe 


Buttered Noodle 
Wax Bea 
Carrot Stick 

Witt 


Unicke 
With Fried Noodle 


Tossed Salad Wit! 


srape Juice 
Poached Eqc 
. 

Meat Loaf 
Macaroni and Tomatoe 
Tossed Salad Witt 
French Dressing 
ate Bread Pudd 
With Meringue 


. 
Split Pea Sour 


Vegetable Soup 
Large Fruit Salad 
Boston Brown Brea 
Nith Roquefort Spread 

Va a Ice Crear 


t ate Br 


19 


Apple Juice 
Poached Egg 
. 
Swiss Steak Wit! 
Onion Gravy 
Mashed Potat 


wnie 


Pineapple Ju 

ausage Link 
. 

ast Turkey With 


Giblet Grav 


R 


Escalloped Potatoes 


Vith Chocolate Sauce 


8 


3 4 
Prunes 
Scrambled Eggs 
. 


srapefruit Juice 
Poached Egg 
. 


Salmon Loaf With 
Egg Sauce 
pny ee Whipped Potatoes 

Golden Glow Sala Peas 
eatin ink Piames Spiced Crabapples 
vagy asa ve Lemon Souffié With 
Whipped Cream 
7 


Baked Ham Witt 
Spiced Grapes 


n of Celery Soup 


np Creole Wit 


Juice 
idle Cakes Pork Link 
7 


Roast Beef Wit! 
Horseradish Sauce Par 

Franconia Potatoe Kernei Cor 
Buttered Beet Radish Roses Pick 
Spiced Peache Tapioca Cream W 
Frozen Raspberrie 


ttercrunch Ice Cre 


. 
paghetti Witt 
Meat Sauce 
range 3a 
Pineapple Chunk 


up 


Sliced Bar 
Soft Cooker 
. 

Stuffed Fiank Steak 
With Gravy 
ttage Fried Potatoe 
Parslied Carrot 
abbage Green Pepper 
law 
Vanilla Pudding Witt 
Frozen Peache 
. 

Fruit Punct Vegetable Sous 
orned Beef Hast Harr 
Poached Egg 
Sliced Tomato Sala D0 
Bran Muff 


Strawberry Preserve 


21 


Orange Halve 
Soft Cooked Eg 


Potato Chip 


22 


Browned Pot 


liflower With 


heese Sauce 
ashing Pear Sz 


sh Apple Pic 


illa Sa 
. 
en Gumbc 
sted Bacon 
ato Sandw 
Stuffed Celer 


atmea 


28 


Cook 


Nith Crouto 
Large Fruit S 
ith Sliced Ch 

Hot Biscuit 

Custard 


ake Le 


Salad Sandwiche 


Pickle Strip 
4, Orange Nut Sa 
Ma 


zen Peache 


Mrs. Eleanor Pickard 
Dietitian 

Naeve Hospital 

Albert Lea, Minn 


5 6 


orapefruit Halves 


Orange Juice 
Bacon, Coffee Rol 


Soft Cooked Egg 
. . 


Roast Chicken 
With Dressing 
Mashed Potatoe 
Asparagus 
ranberry Sauce 
Orange Sherbet 
Wafers 


Pot Roast of Beef 
Parslied New Potatoe 
Buttered Carrots 
Lettuce Wedge With 
Russian Dressing 
Date Caramel Pudding 
e . 
ream of Potato Sour 
Large Fruit Salad 
Pickled Beet srilled Cheese Sandwict 
Jatmeal Cookie Lemon Roll With 
Sliced Banana Whipped Crear 


11 12 


Orange Sec Grapetruit Juice 
Soft Cooked Egg ed Egg 
° - 


r Pork Sausage Pattie C 
Escalloped Corr 


Scramb 


Fried Haddock Wit! 
Tartare Sauce ' 
Creamed Potatoe ” 
Frozen Brocco 
e Pickled Beet Salac 
led Oatmeal Cookie 
Green Gage Plurr 


Barbecued Rib 

ed New Potatoe 
Sauerkraut 

Fruit Gelatin Wit? 

tt 5 Whipped Crear 
. 
° Vegetable Juice Coc 

of Pea Sous Hot R 

Tunafish Salad With Gravy 
Shoestring Potatoe Cauliflower au Gra 
Tomato Aspi Tossed Salad 
Gingerbread Witt Royal Anne Cherrie 


mon Sauce Sponge Cake 


17 18 


Orange Juice 


Lemon Wedge 
reamed Potatoe 
Spinach 
Celery Cu Pickle 
Deep-Dish Rhubarb Pie 


Garden Soup 
Macaroni Salad 
Deviled Eggs 
atoes, Cucumber 
Prune Plum 
Sugar Cookie 


nm Stearr 

Green Bear 

Spiced Peact 
Raspberry Shortcake 


23 


Sliced Banana 
Ham, Muff 
. 


° Braised Beef Short Rib 
ig uttered New Potatoe 
Julienne Minted Carrot 
Lettuce With 
1000 Island Dres 
Baked Rice Custard Butters 


ed Chopped Steak 
Baked Potatoes 
ch Fried Onion 
Radish Roses, Pickle 
otch Sundae 


Frer 


alac 


uce 


Tomato Bisque 
and Link Pork Sausage Fruit Juice 
ch Escalloped Cor Mexican Pie 
Glazed Apple Ring srated Vegetable Salad 

Sliced Apricot Applesauce 
Jelly Rol Blueberry Muffins 


29 


Apricot Nectar 
Poached Eq 


e 


. 
Breaded Pork Ct 
With Applesauce 
Mashed Potatoe 
Paprika Cauliflower 
Jellied Vegetable Sa 
Prune Pudd 


4 Baked Ham Witt 
Spiced Grape Sauce 
Escalloped Potatoe 

Lima Beans 
Peachstone Salad 
7 ger Bavar ar Crear 


Norwegiar 


Cream of Corn Sous 
Hamburg on Bur 
Potato Chips 
Tomato Wedge 
Fresh Fruit Cup 
Spice Cake 


Vegetable Soup 
Potato Pancakes, Sirup 
Canadian Bacor 
Celery, Pickles 
hocolate Mint Rol 


alad 


eese 
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REDUCE COST AND WASTE BY EXACT PORTION CONTROL 


IABISCO 
individual 
Servings... 


DANDY Paitin 
OYSTER 7 i y less.than ?t 
CRACKERS ' PER SERVING 


® The right-sized portion for the average @ Fresher... no waste caused by 


serving of soup chowder staleness or sogginess 
chili oysters and clams 
@ Taste better... these flavorful 
Easier handling no need to fill salt-sprinkled crackers are always 
cracker dish or put away oven-fresh 


THT d crackers 





Everybody knows the name “NABISCO” 


Less breakage no waste of 
... Bakers of quality products that are 


bottom-of-the-box pieces 
synonymous with good things to eat. 


e*eeeseeeeeeseeeeoeeseeeese 


SEND FOR THIS FREE BOOKLET National Biscuit Co., Dept. 28, 449 W. 14th St., New York 14, N.Y. 
packed with ideas on how to increase sales lock with NABISCO.” 
and cut food cost with NABISCO prod Name 
ucts including: PREMIUM Saltine 

; Organization 
Crackers © TRISCUIT Wafers ¢ RITZ 
Crackers * DANDY OYSTER Crackers 
* OREO Creme Sandwich Cit 


1 PROUVUCT OF (usisco) NATIONAL BISCUIT COMPANY 


Kindly send your booklet “Around the ¢ 


Addres 
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AIR RECOVERY 


American Society ot Heating 


Ventilating 


Eber 


ventilation as “The process 


Engineers detines 
of supply 
or removing natural of 
inical 


To which might be added, “in 


means, to r from any 


here 


tween 


movement 


improves ventilation 


conserves heat and cuts fuel costs 


JOHN E. MILLER 
Chief, Services Section 
Building Division 
Department of Administration 
Lansing, Mich 


Is thus replaced car 


} 


heating energy am 


hence the money that has been spent 
on it 
tor mental and geriatric patients, there 


In hospitals, particularly those 


1s obviously i definite need for vent! 


n. Occupancy is relatively high 


ind odor generation is considerable 


reasonably good atmospheres 


Ensu 
in such buildings and conserving fuel 
would appear to be 


Same time 


like eating 


it the 


somewhat your and 


t too 


having 1 


In Pontiac State 


Hospita 


Exterior view of Pontiac State Hospital, showing the ventilating stacks. 


134 


Mich., a mental institution, there are 
several buildings which were erected 
in 1878 had, until 


the same gravity heating and 


These structures 
recently 
ventilating systems that were installed 
at that time. On each side of the base 
ment were louver dampers which con 
entry of outdoor air int 


plenum or reservoir areas where 


trolled the 


larg 


it was heated by being passed over 


steam heated cast iron coils and thence 
entered ducts leading up into the cor 
From these 


conveyed the 


ridors and rooms spaces 


other ducts heated air 
was ex 
Both 


heat and ventilation were regulated by 


to the attic areas where it 


hausted through roof ventilators 
the opening and closing of the base 
ment dampers. During severe weather 
when more heat was required more 
le air would have to be ad 
stack et 


ot the 


cold oOutsic 


j 


mitted to obtain a greater 


fect, that is, take advantage 


tendency of warm air t 
Although heat 
maintained by 


rise 
and ventilation were 


tairly well this rather 


simple and crude system certain 


amount of attention and manual op 


tion of the dampers were always 


required. Good wind conditions were 
it Was often a 


which side of the 


necessity and ques 
buildings 
More 


warm 


tion on 
to open the basement dampers 
ot the 


building and out 


over, the rapid passage 
up through the 


] } 
[ 


ventilators and ifs Contimuous 


the root 


re sulted 
fuel 


replacement by new cold air 


in a high rate of heat loss and 


Ce NsuMpetie n 
The function of ventilation air is to 
the accumulated odors and not 
supposed 
little 


commonly to pro 


Actually 


air is needed for the 


often 


vide oxygen very new 


human metabo 
lism. Air that enters any enclosure by 


infiltration, that ts, seepage 
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, with a COMBINATION SCRUBBER-VAC! 


{4 
4 4 





Here's a timely answer to the need for conserving manpower and 
reducing labor costs —a single cleaning unit that completely mecha- 
nizes scrubbing. A Combination Scrubber-Vac applies the cleanser, 
serubs. rinses if required, and picks up (damp-dries the floor) —all 
in one operation! Maintenance men like the convenience of work- 
ing with this single unit... the thoroughness with which it cleans... 
and the features that make the machine simple to operate. [Vs self- 
propelled, and has a positive clutch. There are no switches to set for 
fast or slow —slight pressure of the hand on clutch lever adjusts speed 
to desired rate. The powerful vae performs efficiently and quietly, 


Vodel 213P Scrubber-Vae at lett. for heavy duty 
scrubbing of large-area floors. has a 26-inch brush 
spread. and cleans up to 8.750 sq. ft. per hour! 
(Powder dispenser is optional.) Finnell makes 
Scrubber-l ac Machines in a full range of sizes —for 
small. vast. and intermediate operations — and in 
self-powered as well as electric models. From this 
complete line. you can choose the size and model that's exactly 
right for your job (no need to over-buy or under-buy). Ut 


= also 

wood to hnow that vou can lease or prune hase a Serabber-t ae, 

and that there's a Finnell man nearby to help train your main- 

tenance operators in the proper use of the machine and te 

make periodic check-ups. For demon-tration 

Applies cleanser, P 4 literature, phone or write nearest Finnell Branch ov bFinnetl 

scrubs, rinses, \ 4 4 System, Tne. 103 Bast Street. EtKhart. Indiana. Branch Ofliees 
and picks up in _ in all principal cities of the United State- and Canada 


ONE operation! 


consultation. ot 


Consewe Manpower with Completely Mechanized Scrubbing 


FINNELL SYSTEM, INC. P m4 enawcuts 


‘PRINCIPAL 
Originators of Power Serubbing and Polishing Machines 3 . CITIES 
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floors and win s usually adequate 


i 
for oxygen replenishment even under 
the most crowded conditions 
Inasm i purpose of ventila 
tron is to redu odor concentrations 
the essential requisite of ventilatior 
be odor-free. It need 
This principle 
LO d irmos 
phere control a uel Conservation i 
number of th t t Michigan 
mental hospit 


sever 


Diagrams showing the differ- 
ences between the old and new 
methods of heating and venti- 
winoow lating used at the state hospital. 


window window 


window : 
Sales — 
36 
ju were not providing comtortable con 
ditions and at the same time were 
wasting or using up too much coal tor 
heat. As an experiment, following dis 
cussions with me, he decided to re 
place the original coil arrangements 
with unit ventilators in one dormitory 
secon. The roof ventilators were 
closed and some of the supply ducts 
were extended and linked up with the 
init ventilators. Most of the supply 


‘eh 
——' / \ 
13-5 Vv 

late —/ poors : 

— = jucts were converted to return ait 





passages leading to the basement. In 


stead of pursuing its former one-way 





course through the building the heated 


ur was channeled back to the base 
ment for whatever reheating was 
necessary and again circulated. This 
new method resulted in substantial fuel 
savings and for the first time provided 
, ample heat but it made no provision 

The hospital architect about to specify cubi- t poe 
me for ventilation. The construction of the 

cle curtain screening equipment will favor . 
: , building was such that some new air 
> 4 a ‘ , oO 

himself and his client by standardizing on Sy ee Say ae ee 
JUDD ever, this air volume was far from 
Because JUDD fixtures are strong and being sufficient for ventilation in this 
type of hospital building. To correct 


rigid (they Il last tor the life of the build- 
‘ the situation it was decided to install 


ing), because JUDD curtains combine . aK : 

; activated carbon “air recovery” units 

I { lit 1 are virtually imper This is the exclusive, patented 

ey ee ee ee fs I corner fixture. Like all JUDD to purify the recirculated air 

closures, it is of brass tubing, A casing was construc ted on the 

heavily chromium plated over 

with management and profession for more polished nickel plate. Fittings 
are of bronze, also chromium house Canisters containing activated 


lated . 
° carbon. Next, the return air ducts 
which formerly simply opened into 


vious co wear — they have been the favorite 
ur entrance side of the heaters to 


than cwenty years 





t 


the basement, were lengthened and at 


Wubicle Wurtain Gquipment so Son tis 


were placed across the air stream in 


H. L. JUDD COMPANY such a way that most of the air being 


Hospital Division . .. 87 CHAMBERS STREET, NEW YORK 7 drawn back from the building would 

737 Beaubien Street, Detroit 26 + 3400 N. Western Avenue, Chicago 18 have to pass uniformly and ev enly 
3300 Leonis Boulevard, Los Angeles 11 through them. Thus a closed, continu 

ous cycle type of heating and ventilat 
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-not, sou By Buty foot 


Arraflor Vinyl Plastic Asbestos Tile is actually buffed and beautified by heavy foot 
traffic. B. F. Goodrich Arraflor needs no waxing; it is maintained with just an occasional 
washing and dry buffing, thus reducing maintenance to a bare minimum. Moreover, 


it is super-resistant to greases, oils and fats, which makes it ideal for various hospital 
areas. Its extreme durability enables it to stend up under constant traffic year after year. 


Arraflor, backed by famous B. F. Goodrich research, is glossy in appearance, yet gives 
safe, “anti-skid grip” to busy feet. It presents to hospitals the long-sought combina- 
tion of rich beauty, quiet resiliency, durability and safety. 

For complete information on Arraflor and other B. F. Goodrich Flooring Products: 
Write Dept. H3, B. F. Goodrich Co., Flooring Division, Watertown 72, Mass. 


aes 


@ 
- 
2 , 2 b 


RUBBER TILE - ASPHALT TILE - VINYL PLASTIC TILE - RUBBER COVE BASE - ACCESSORIES 
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Above, left: Original installation 
of wood boxed ventilating coils. 
Above, right: Showing adapta- 


tion of canisters to standard unit. 


Hygiene, the odor of house dust, but 


] 


lust itself, was introduced int 


in which the air 


Mat Was if 


pants, compari 


~ OUTER 
PERFORATED 
SHELL 


ie — GRANULAR 





-MANIFOLD PLATE 


Cut-away view of the air purifi- 
cation canister shows how the 
air passes through a bed of ac- 
tivated carbon which extracts 
impurities, odors from the air. 


odor level detinitely caused a loss of 


ippetite 

When it is realized that one part 
of odorous substances per million parts 
of air, or one ten-thousandth of 1 per 
cent, 1s enough to contaminate an en 
tire atmosphere, the advantages of air 
purification become all the more evi 


dent. Instead of throwing away valu 


able heated air simply to get rid of 
this tiny percentage. the impurity itself 
is eliminated 
Activated carbon removes air-borne 
lors by the process of adsorption, the 
same principle u 1 as mask 
ind in t surification, and 1s the 
most practical and efficient method yet 
developed. When odors ( gases or vi 
pors) come in contact with the sur 
faces of the carbon they condense and 
| sly. The type of activated 
im air purine mon i com 
posed of myriads of submicroscopi 
pores of capillaries whose total sur 
face area in a cubic inch has been est 
mated to be equivalent to five acres 
making it a substance with relatively 
enormous Odor-adsorptive properties 
As an integral part of the heating 
installations in quite a number ot 
buildings of the mental hospitals ot 
the state of Michigan, air recovery has 
proved extremely valuable in maintain 


ing good ventilation standards an 


} 
conserving fuel. Also, the initial and 
maintenance cost is considerably below 
that of equipment required to heat 
an equivalent volume of new outside 
air. It is estimated that the installa 
tions will pay for themselves within 


1 few years 
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choose G-J (227). 
Door Devices 








St. Luke’s Hospital, Milwaukee, Wis. 

Architect: G. J. DeGelleke, Milwaukee, Wis. 

Builders’ Hardware: Phillip Gross Hardwore 
Co., Milwaukee, Wis. 


2 

St. Vincent Hospital, Worcester, Mass. 

Architect: Curtin and Riley, Boston, Mass. 

Builders’ Hardware: W. C. Vaughan Co., 
Boston, Mass. 


3 

Clinical R h Center, Not 
institutes of Health, Washington, D.C. 

Designed and Supervised by Public Building 
Service, General Service Administration, for 
National Institutes of Health. 

Builders’ Hardware: W. T. Weaver & Sons, 
Washington, D.C. 








For over a quarter century the leading architects in hospital design have specified 
Glynn-Johnson devices for door control. These devices are recommended for their 
distinctive appearance, increased quietness in the operation of doors, greater 
convenience for attendants, and for protection of the doors and walls. 


For detailed descriptions and applications, refer to G-J catalog. 


“ ” | 
’ | i 
ROLLER LATCH DOOR SILENCERS CONCEALED FRICTION DOOR HOLDER DOME BUMPER ARM PULL 


i G-J devices for all # door 

Glynn-Johnson Corporation ———- 

Builders’ Hardware Specialties for Over 25 Years tiction Control £ ee eee or ee pane ae 
4422 N. Ravenswood Ave. Chicago 40, Illinois 


7/ CORPORATION 
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~ 


ousekeeping 


Conducted by Alta M. La Belle and Jane Barton 


Purchasing and Warehousing Procedure 


"THERE is a long road to 


be tween 


to build 


when 


new 


hospit 
pita 


wy when we must receive 


the equipment and supplies that have 


been purchased for the new structure 


Too frequently, this phase of the build 


ing program ts negiected intl ship 


ments actually begin to arrive; then 


system is hastily improvised, and gen 


eral contusion reigns as each depart 


ment attempts to locate the various 


pieces of equipment that belong to it 


Long after opening day the se 


on for turnishings ind eq lipment 


were placed in some area other than 


the one for which they were intended 


After the building has been opened 


for a while, and breakdowns occur 


from normal use, questions arise as t 


who the manufacturer was, where re 


pairs or parts can be obtained: where 


to find tions tor the 
il « 


necessary instruc 


spect ire of fabrics and materials 


Unless there are complete and in 


formative records, th t of contu 


likely to last as the 


sion 1s 


build 


ong as 


ing does 


takes the lost motion out of 


IRENE RUDULPH 


Executive Housekeeper 
St. Luke's Hospital 
Milwaukee 


The 


under 


new St. Lukes Hospital now 
Milwaukee ts 


being built with federal assistance, and 


construction in 


lists of equipment needed had to be 


submicted for government approval 
As we began to prepare these lists we 
became conscious of the great number 
of items to be purchased, warehoused 
ind later placed in designated areas 
Shortly after we began to build it was 
my privilege tO ASSIST with compiling 
the equipment lists, and during this 
time we discussed the need for organi 
tion in purchasing details 
merchandise 
Knisely 
| uke Ss Hospit il 
controller, this. pre 


Much 


Vas PIVEN tO planning a system which 


which follow receipt ot 


Through discussion with M. I 


idministrator of St 


ind James Melzer 


edure was developed thought 


we believe will facilirate this project 


ind provide us with records for furure 
reference 


Whether to ck 


the buying ourselves 


moving day 


or to have outside people do tt for us 


was considered first. It was finally de 


cided to turn over the buying of all 


equipment to hospital supply firm 
that specializes in this type of service 
An interior decorator was selected who 
was to work through the chosen pur 


The 


i considerable saving of our time, and 


chasing firm idvantages tO us are 


the fact that the direct contact which 


the hospital supply firm has with man 
ifacturers gives us better quality and 
selection product ts 


because each 


screened before it ts submitted to St 
Lukes Hospital for approval to pur 
chase. Each department was asked by 
the purchasing firm for specifications 


samples and models were presented for 


The 


the hospital to determine the 


nspection interior decorators re 
que sted 
furniture 


kind of furnishings, color 


general decor desired. At 


no time have we forfeited the privi 


styling and 


lege of making our own specifications 
selections and decisions 
The benefits of our procedure will 


not cease when we open the doors to 


idmit patients into the new hospital 





PURCHASING FIRM 


Equipment Area 
list Page No 


Number 


Catalog 


Number Blueprint 


CATALOG LIST FOR PURCHASING 


Room Title 


PROJECT: St. Luke's Hospital 


29th & W. Oklahoma 
Milwaukee, Wis 


Specification 
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Correction please! We've been saying: 
“Over 70,000 Huebsch Tumblers in Use.” 
That number has grown to 80,000-—and is 
growing larger every day. For commercial and 
self-service laundries...for dry cleaning use... 
for institutional work...you can’t buy better 
than Huebsch. The sales prove it. 


HUEBSCH ° 


OPEN-END 


TUMBLERS 


If you're looking for faster drying, easier and 
faster loading and unloading, low initial cost 
and low maintenance cost—you’ll find the 
answer in Huebsch Open-End Tumblers. Steam- 
heated or gas-heated models, in choices of four 
sizes: 36’’ x 18’’, 36” x 24’, 36” x 30", 42” x 42”. 





Ask your Huebsch representative for complete details—or write us direct 


el ~~ INVENTOR AND WORLD’S LARGEST MANUFACTURER OF 


OPEN-END DRYING TUMBLERS 
{ Makers of the famous Huebsch Handkerchief lroner and Fluffer Pants Shaper 
Automatic Valves Feather Renovator Double Sleever Collar Shaper 


G Rape . and lroner Garment Bagger Cabinet and Garment Dryers 
Diglelisielrole: Washometer Spring-Type Filter 
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DAILY RECEIVING RECORD 


Company 


Filed by 


PURCHASING FIRM 


MASTER EQUIPMENT RECORD 


RCHASING DATA ACCOUNTING DATA 


File 
No 


Inv 


Dete 
Rec 


8 
oO 


Inv 


Dote Paid 


Inv 


No 


Qt 


Unit Price Amt Rec 


REQUEST FOR TRANSFER OF EQUIPMENT 


Equipment Tag N 


Approved 


Equipment Ledger Checked 


st 


29th 


LUKE'S 
& W 


HOSPITAL 


Oklahoma 





labor 


the 


Ip 


t 
trom 


equ 


be taken 


record as it 1s 


channels here 
Purchasing Pro 


equipment ledger card 
record 


ot 


permanen of location 


equipment 


St. Luke's Hospital 
29th & W. Oklahoma 
Milwaukee, Wis 


Quontity 
Rec 


Storage 


Unit Area Section Row 


Received by 


PROJECT: St. Luke's Hospital 
29th & W. Oklahoma 
Milwaukee, Wis 


WAREHOUSE DATA 


With 
drawal 
Dote 


Fre 
inv 


Dote Pd 


Equip Requi 
sition 


No 


Sto. Sec 
Area tion Row TagNo 


ment 


better 


ef 


could be 


equipment 


inother area this will be 
Transter of Equipment 

Upon receipt of this approved 
nt ledger card will 
the exact location 
ill have i perma 
ot 


the hospital 


record every 


piece of equipment in 
In addition to facilitating our 


Nase 


pres 
warehouse 
ind place equipment in correct order 
established a complete 


of 
any 


have 
ot 
will furnish 
be d 
ICCOUNTINY 
life of th 
will not be lost in the event of changes 


we will 


history each item equipment 


whi information 


j 


may esiread as it pertains to 


maintenance 
Such 


and 


usage 


for the item a record 


in personnel, and will enhance the 
ethciency of the hospital 
The of t 


cedure follows on pages 144 and 146 


outline he purchasing pro 
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>> America’s only 
bedding line designed 
specifically for the 
Contract Field! 


WITH 27 DIFFERENT PLANTS FOR 


GREATEST ECONOMY!... 


* Allston, Massachusetts 
* Baltimore, Maryland 
* Bluefield, Virginia 


* Brooklyn, New York % For 71 distinguished years Sealy has manufactured bedding to meet the highest 
* Charlotte, N. Carolina 
demands of consumer quality and acceptance. For the past four and one-half years, 


* Chester, Pennsylvania 


* Chicago, Illinois Sealy has been pioneering in the research and engineering of bedding requirements 
Cleveland, Ohio for America’s service institutions. Now, after intensive study and plans, Sealy .. . with 


* Denver, Colorado 


* Des Moines, Iowa the 27 strategically located plants that comprise the Sealy system . .. is finally ready 
* Detroit, Michigan to provide bedding with the durability, comfort and economy demanded by institutional 


* Fort Worth, Texas 

* Houston, Texas 

* Kansas City, Missouri 

* Los Angeles, California 
* Louisville, Kentucky 

* Memphis, Tennessee 

* Oakland, California 

* Paterson, New Jersey 

* Pittsburgh, Pennsylvania 
* Portland, Oregon : 

* Reading, Pennsylvania tal OWA 

* Richmond, Virginia 

* Rochester, New York IS LIKE SLEEPING & ON A CLOUD! 
* St. Paul, Minnesota fee 

* Schenectady, New York ee 

* Waterbury, Connecticut 


Since 188/ 
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standards. This exclusive Sealy service merits your investigation today. 


Ir Dept. MH-3 

666 Lake Shore Drive, Chicago, II! 
Gentlemen 

Please tell me how | may obtain further information about the new 
Sealy Contract Division merchandise and service plus a copy of the 
Sealy Institutional Bedding Catalogue Address me as follow 
NAME 
ADDRESS 
POSITION AT SERVICE INSTITUT! 











Equipment Purchasing Procedure for 
St. Luke's Hospital, Milwaukee 


CATALOG FOR PURCHASING 


A catalog of all items to be purchased 


the Purchasing Firm 


unit price, inciud 


commission. Items 
imefical order letatle 
for P 


the atalog hasing 


One copy 


Purchasing 


Two cof 
Hospital 
| Accounting Department 


Receiving Department 


The ataion 
tor purchasing 


Purchasing | 


PURCHASE ORDERS 


New Hos; ital 


ecome obsoicte 


ment purchases and recei 


Oklahoma 


ipon completion of equip 
ipt ot merchandise 


oth & W 


Luke's Hospital at 


Milwau Kee 


r Ste 


Purchase 


Green lepartment 


Luke's Hospital 
Salmon—Purchasing department ( Pur 
hasing Firm 
Blue Receiving 


Luke's Hos; ta 


lepartment 


eal 
ber N.H 


number 


All purchase or 
Purchase order num 
Diueprint 


Equipment area 


File number lepartment to which 


merchandise is allocated by account 


ant 
Catalog number 


must be instructed 


Vendors 
strucuons for shipping as 


form 


irchase order 


TO INITIATE PURCHASE ORDER 
The log be obtaine 


rchasing Firm catalog tor pur 


number will 


} 


item to be purchased Thi 


bove the item 


the purchase 


stamp Marking will be piace 


orm below the las 


lor reading 


than one catalog number ts 


When more 


used on a purchase order, the vendor wil 
obtain the catalog nu from the item 


n the ‘Description olun nd proces 


the shipment accord 


Specifications of tem purchase 
ild be detailed when placing order & 
avoid error in shipping and the necessity 


to return shipment to vendor tor exchange 


BACK ORDERS 
Back orders « complete 


responsibility urchasing Firn 


shipment shal 


be the 
Copies of back orders Ww 
M Luke's Hospital for 
the 


facilitate receiving 


merchandise 


RETURN MERCHANDISE 


Purchasing Firm will negotiate all trans 


actions for merchandise return owing t 


Proper 
Luke's 


lamage, error, nonacceptable items 


nformation will be torwarded to St 


Haspital 


MASTER EQUIPMENT RECORD 
Rec rd w“ 


handise trom placing 


The Master Equipment 


ovide record of mere 
t purchase order, through accounting rec 
is, warehouse, storage and withdrawal ot 


tems, and location of same (see page 142 
A master equipment rec 


Purchasing Firn 





Iss'd Unit 


Equipment Removal items 
Checked by 


EQUIPMENT REMOVAL LIST 


Equipment 
Area 
Number 


Catalog 
Number 


Issued by: 


Received by 


File Identity 


Number 
(Dept.) | house tion 


Placed 


Ware Sec Tag in 
Row Number Area 


Acc't. Dept. Filed 
Date 
By: 
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Su ARTLY DESIGNED, Colorful, sparkling-clean! Floors like 
these really dress up a restaurant or cafeteria...make a 


kitchen gleam, a corridor shine, a reception room glow! 


And think of the big savings in maintenance you'll get 
from this durable flooring made of Vixnyurre Brand Resins! 


It far outlasts other resilient floor coverings. The non- 
porous, tough surface cleans with a swish. Waxing gives 
it an incomparable lustre, though waxing is not necessary, 
since dirt cannot penetrate. The hard finish resists water, 
soap, grease and cleansers—even acid and strong alkali 
solutions. 

You'll choose from an unlimited array of lasting colors 
with brighter, clearer tones than ever before possible in 
resilient floor covering. Tile and continuous flooring of 
Vinyiite Resins is always flexible, conforming to uneven 
wood floors and normal floor play without cracking. It can 


be applied to concrete that is in direct contact with the 





ground 

Such qualities make Vixyirre Brand Resins useful for 
scores of products for defense and basic industry. Let us 
send you a list of suppliers of these Hoor coverings now. 
Write Dept LW-S5. 


I ta on Terratlex” flo 


Johns-Manville 


r 


Sales Corporation, 22 East 40th Street, New York, N. Y. 


Be sure to visit BAKELITE’S Exhibit, Booth 314-324, 
National Plastics Exposition, Philadelphia, March 11-14, 





BAKELITE COMPANY, A Division of Union Carbide and Carbon Corporation [@ 30 East 42nd Street, New York 17, New York 





RIXSON 


door closing 
door hanging 


HARDWARE 
for 


lead-lined 


L25 CHECKING FLOOR HINGE 


Single acting—Offset type 
AUTOMATIC DOOR CLOSING 
recommended for active door (at right) 


L117 PIVOT SET 


“double row 3 Single acting — Offset type 
, we ae DOOR HANGING ONLY 
of bearings extra wide leaves | precision bearings ssenmmnended tes tanclive Geer (at told 


* built to carry EXTRA HEAVY doors 


Two famous precision-made Rixson products. The L-25 that keeps 
heavy X-ray doors under constant control and brings them to a 
quiet close after each opening. The L117 that provides safe hanging 
for heavy X-ray doors not requiring a closing device. Three rows of 

Write for complete details . . . bearings support the spindles of both the L25 and L117. Two rows 
of bearings in the top pivot keep the door in safe alignment. The 
L19 is usually recommended for extra alignment support. 


THE OSCAR ©. COMPANY 
4450 W. Carroll Avenve © Chicago 24, Iilinois 








GARLAND Broilers Lead by 39/ 


in a nationwide survey of restaurants recommended by 


Dunean Himen 


Restaurants recommended by this famous food authority were 
asked: ‘‘ What commercial broilers do you use?’”’ 


1. Garland was named 35% more times than the next make. 





2. Garland had 34% more broilers in use than the next make 





DUNCAN HINES, nationally known connoisseur of fine food and author of, “Adventures In 
Good Eating,” “Lodging For a Night,” “Vacation Guide,” “Adventures In Good Cooking and 

4 The Art of Carving in the Home.” Travelers have learned to depend upon his Official Identi 
fication Sign as a sure guide to “Good Eating.’ 


HTT 





Provides More Uniformly Intense Heat 


* New Multi-jet Burners Pro- 


MLL Le 


LUAU 


Over Greater Area! 


ONLY GARLAND gives you all the advan- 
tages of Infra-Amic Side Firing Broiler! 
Separately controlled multi-jet burners 

one on each side shoot the flame across a 
specially designed ceramic area. The infra 
red heat is radiated downward from the 
ceramics over the entire grid area! This pro 
vides maximum intensity of heat combined 
with maximum uniformity of heat! No won- 
der it’s first choice of restaurants recom- 
mended by Duncan Hines. Leading Food 
Service Equipment Dealers everywhere 
recommend and sell Garland, the Leader! 


ALL GARLAND UNITS ARE AVAILABLE IN STAINLESS STEEL 


and equipped for use with Manufactured, Notural or LP Gases 


ST PUTT TTTTTTTLLLLLLLLLLLLUL 00/1, LL LLL = 


WHY GARLAND BUILT 
IS BETTER BUILT 

Oven Insulation 
material is rodent 

2 proof and enclosed 
In special metal 
housings. Prevents sag 
ging, odor penetration 
Keeps kitchen cooler, in 
sures uniform oven tem 


perature = PRODUCTS 
STULL LLL LALLA as 
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vide Faster Broiling! 


‘Floating’’ Grid Rods Pre. 
vent Warping Under Heat! 


Burners Located Out of 
Grease Spatter Zone! 


Grid Control Lever Located 
Out of Heat Zone! 


Unbroken Exterior for Easier, 
Faster Cleaning! 


Ask your dealer for “Proof of 
Profits’ through use of modern 
Garland Gas equipment. 


Heavy Duty Ranges « Restaurant Ranges « Broiler Roasters * Deep Fat Fryers « 
Broiler-Griddles * Roasting Ovens + Griddles + Counter Griddles » Dinette Ranges 


Detroit-MicHiGAN STOVE CO., DETROIT 31, MICHIGAN 
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EQUIPMENT LEDGER 


Model 


Manufacturer Serial No 


Address Other Data Department 
Purchase Order No Room No 
Invoice No Date Rec'd 
Account No Transfers 


Total Cost: $ yrs. Depreciation per 


ASSET DEPRECIATION RESERVE 
Cost and Sound Provision Yeor to Date Provision Year to Date 
Additions Value per Yeor 


Balance per Yeor 


Balance 


Luke's Hospital 
pertinent to this 
. Freight NVOICE 
per procedure outlined 


ORIGINAL INVOICEH 
etter A 


N 
a) PURCHASING 
Upon u 

Luke's Hos, 

n the pur 


the detal 


Purchase 


hasing Fir 


copy 
forwarde 


ounting 


Freight . é f | ‘ juanuty an eset n nt Luke's Hospital Accounting 
ORIGINAL INVOICE, wil i f nd storage d l Receiving Department 
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Three of the five senses with 
which we are all endowed give 
quick, unmistakable evidence 
of Ivory Soap’s fineness. 


— Ub a finer soap / 


YOUR EYES receive che first favorable 
impression of Ivory. The white, trimly designed 


cake has a pleasing, inviting ‘‘quality look’’. 


NOW SMELL Ivory. There's no hint of 


strong perfume. Fine ingredients are the 
answer to that clean, fresh odor 


Finally, GRASP the Ivory cake in your fingers 
See how perfectly it firs the hand . . . how 


soft it feels. Test its mild, generous lather 


senses tell you that Ivory 1s a 
the kind of soap that 


1 an institution with your 


—— ror 
MORE DOCTORS ADVISE IVORY SOAP THAN ALL OTHER BRANDS TOGETHER! 
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“We’re safeguarding lives - - and 
saving time and money - - with 
Scott DEMAND INHALATORS!” 


“a 


12 


. ~ 7 


A 
PORTABLE or STATIONARY MODELS 
PROVIDE RESPIRATORY ASSISTANCE 
FOR PATIENTS - - - Anywhere ! 


When YOUR patients need Oxy matically conforms to the patient's 
en-Inhalation Therapy the Scott own respiratory rate and tidal 
Demand Inhalator will) provide volume. delivering an abundance 
relief quickly, simply. safely and of oxygen to the mask WITHOUT 
economically, No special training WASTE. Oxygen economy (saving 
= required to use the SCOTT up to 50° ) reduces cost of pro- 
there are no adjustments to set. no longed therapy 

flow meters to watch. Oxygen ther- 

apy is initiated speedily and main- Fully guaranteed for one year 
tained as long as desired without Irs for 30 days and if not satis 
waste of Doctor's or Nurse's time fied. your money refunded without 


Phe Scott Demand Inhalator auto question 


Type B SCOTT De. 
nand Inhalator ‘illus 
trated)— for portable 
in including carry 
ing case. Provides over 
one hours emergency 


supply 


CALL IN your Hospital Supply 
Distributor or WRITE today for 
complete information. 


COTTE = SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


259 ERIE ST., LANCASTER, N. Y. 
CANADA. SAFETY SUPPLY CO, TORONTO — BRANCHES IN ALL PRINCIPAL CITIES 
EXPORT SOUTHERN OXYGEN CO, 157 Chombers Street, New York 7,N Y 





Hospital of the Year 


(Continued From Page 71) 





time was a much more dithcule job 
than last year,” another member wrote 
and I'm sure you're not going to find 
the same agreement among your 
judges 

Nevertheless. the Bristol Memorial 
was first selection of two committee 
members, second choice of a third 
member and third choice of the final 
judge. Criticizing the Bristol plan, the 
committee member who made this hos 
pital his third choice commented as 
follows 

The vote tor third place goes t 
this hospital on the basis of a pleasing 
architectural appearance, its interesting 
plot plan layout, and the way the doc 
tors office building is integrated witl 
the hospital. From the standpoint ot 
workability of the nursing unit and 
lack of toilet facilities berween each 
pair of rooms, | would have put this 
hospital our of the running; however 
its other features offset this lack and 
it seemed to warrant one of the top 


place s 


THE PROJECT WAS AN “ORPHAN” 

Because Bristol is on the state line 
berween Tennessee and Virginia, the 
hospital project became an “orphan 
under the Hill-Burton program as it 
was originally projected. The popula 
tion of Bristol is divided between the 
cwo states and a true picture of its 
importance and need for hospital ta 
cilities did not emerge in either of the 
original state hospital programs. After 
the hospital had been “disowned” by 
both states, however, an application 
was eventually accepted and approved 
by the Tennessee state hospital agency 
this was for 80 beds, and a local fund 
raising campaign was conducted t 
finance the additional beds required in 
the expanded plan 

Certificates in recognition of its se 
lection as “Modern Hospital of the 
Year” have been awarded to the hos 
pital, the architect and the state hospi 
tal planning agency. Mr. Aydelott has 
designed a number of hospitals in the 
United States and is presently engaged 
in planning a large hospital and med 
ical center at Lima, Peru. In collabora 
tion with Dr. Basil C. MacLean of the 
Strong Memorial Hospital, Rochester, 
N.Y., he designed an imaginative 
Hospital of the Future” for The Mop 
FRN HOSPITAL several years ago 
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FEATURES 


Pilot Light — Intermittent “On 
and Off’’— Constant Visual 
Performance Check. 


Performs Efficiently During 
Prolonged Continuous Use. 


Range of Suction and 
Pressure Minutely 
Controlled. 


Suction 
Calibrated 
from 50 

to 250 

cm. Water. 


Motor Unit 
Automatically 
Ventilated. 


Noiseless— 
Vibrationless. 


Sklar lvory- 
Baked Enamel 
Finish—Attractive 
in Appearance. 


Gallon Size 

Suction Bottle— 

32 Ounce Irrigating 
Bottle—Trap Bottle. 


Mobile— 
Stand Mounted on Casters. 


No Maintenance or Lubrication 
Required. 


TWO YEAR GUARANTEE 


supply distributors. 


v; 
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NEWS DI 


GEST 


Wealth Care Program Discussed at A.H.A. Midyear Meeting . . . Propose Use 
of Drug Royalties to Help Medical Schools . . . Parenthood League Protests 


Action of Hospital . . . Wisconsin Hospital Association Honors Nels Hanshus 


Universal Voluntary Health Insurance 
Program Urged at A.H.A. Midyeat Meeting 


CHICAGO.—Unless doctors and hos 


pitals seriously mean what they say in 
their pronouncements about voluntary 
health insurance for all the people, they 
have no sound reason ¢t 


Oppose govern 


ment health insurance; if they are serious 
about these pronouncements, they should 
be working with 


every possible agency 


including the government, to develop a 


niversal health insurance 
program 
This was the challenge laid down by 


c. 


of Philadelphia Blue Cross, in an address 


vanSteenwyk, executive director 


which was one of the principal features 
of the American Hospital Association's 


nm idye if 


presidents and 
here last month. Mr 
Steenwyk and Albert Whitehall, director 
A.H.A.’s Washington Service Bu 


a proposed program tor 


conference of 


secretaries van 


‘ 


ot the 


reau, discussed 


providing health care for dependents of 


servicemen through voluntary insurance 


plans 


t 


has become more ex 


ich of 


As medical care 


pensive, it has moved out of re 


many servicemen's families from the 


standpoint of cost, Mr. vanSteenwyk ex 


plained. These dependents have thus 


sought their hospital and medical care 
irmed forces medical 


trom the corps 


torcing the military services to add hos 
said, armed 


pital f cilities. Actually, he 


torces authorities would preter to have 
fependents of servicemen cared for in 
civilian facilities, possibly under armed 


torces sponsorship, than to provide and 


manage h services themselves 
Mr. Whitehall 


! 
present federal 


pointed out that 
idministration had 


heel 
fered little actual encouragement & | 


ntary health insurance plans. Federal 


employes are still not permitted to pay 


for voluntary health insurance by pay 
roll deductions, and servicemen’s depend 
ents are not permitted to pay Blue Cross 
ind Blue Shield premiums by pay allot 
Mr. Whitehall advocated 
under which servicemen’s families would 
Blue and Blue 


paying one-half the sub 


ments 1 plan 


be enrolled in Cross 


Shield plans 


150 


scription fee for themselves and having 


the other half deducted from their pay 
while in government service. This plan, 


Mr. Whitehall 


servicemen to 


said, would encourage 


continue as members of 
voluntary health insurance plans after 
they return to civilian lite 

held during the 
than 100 of- 


f local, state and regional hos- 


Ac other meetings 


two-day conference, more 
ficers O 
pital organizations heard discussions of 
current hospital problems and _ studied 
methods of obtaining maximum benefit 
from their cooperative efforts. During a 
discussion of hospital association activi- 
Mrs McCabe of St 
executive secretary of the Missouri Hos 


American 


ties, Irene Louis, 


pital Association, urged the 


Association to admit osteo- 


Hospital 
pathic hospitals to membership, inas 
much as these hospitals in some cases 
state he spital 


are already included in 


associations and Blue Cross plans 


Propose Use of Royalties 
on Drugs to Help Finance 
Medical Schools 

CHK 


ties on patented drugs and medical ap 


AGO.—The possibility that royal- 


pliances might be used to help finance 


medical schools was presented 


last 


here 
month at the 48th annual Congress on 
Medical Education and Licensure of the 
American Medical Association. Dr. John 
W’. Cline, A.M.A. president, said 
cial committee of A.M.A 
trustees was studying legal technicalities 


Provided 


spe 
the board ct 


of the proposal no legal bar 
rier is encountered, the proposed plan 
Under the 


will shortly become a reality 


plan, the A.M.A. as a corporation would 
iccept patents for medical developments 
submitted voluntarily by member phy 
who may not themselves profit 
Royalties would 


sicians 
from such discoveries 
be rcurned over to the American Medical 
Ed 
ation to medical schools, Dr. Cline said 


Place of residence before admission t 


ication Foundation for eventual allo 


medical colleges is the leading factor in 


In discussion following this proposal 
Dr. Frank Sutton, administrator of the 
Miami Valley Hospital, Dayton, Ohio, 
suggested that the training of osteopaths 
is improving rapidly to a point at which 
inclusion of osteopaths in the American 
Medical Association may not be far dis- 
tant. Dr. Malcolm T. MacEachern, di 
rector of professional relations for the 
A.H.A., concurred, adding that a pro 


posal has been made for physicians t 


assist in teaching programs at the three 
principal osteopathic schools. If the pri 


posal is adopted, Dr. MacEachern said 
these physicians will not be censured by 
Dr. MacEachern 


eventually osteopaths would 


Medical 


medical organizations 
agreed that 
be included in the American 
Association 

activines of the 


Hospital 


is director, Graham 


Reporting on the 


Commission on Financing 


Care, of which he 
Davis said that a series of regional con 
ferences had identified several principal 
Page 154 


(Continued nN 


determining the location of doctors 
practices, Dr. A. G. Weiskotten said, re 
porting the results of a recent study of 
physicians’ locations conducted by the 
Council on Medical Education and Hos 
pitals. Thus an increase in medical 
school enrollments among students trom 
small towns would be the most ettective 
means of increasing the supply of doc 


Dr 


co"* 


tors in rural areas and small towns 
The 


locations ot 


Weiskotten concluded study 


ered present shysicians 
I I 


trom schools jn 
1930, and 1940, it was explained 


Dr. Ward 
the University of Colorado and dean of 


graduating medical 


1935 


Darley, vice president of 


the medical school, described an inter 


state agreement under which schools of 


medicine, dentistry, public health ad 


ministration and veterinary medicine 


may exchange professional education 


services and assist one another in student 
placement. The 


will also seek to integrate needs and re 


interstate Commission 


sources for professional education fac ih 


{ 


ties, Dr. Darley indicated 
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Where safety is paramount, Russwin 
simplified Fire Exit Bolts assure top 
performance. They have only 

3 sturdy, positively-aligned moving 
parts. Levers are drop-forged ... 
dogging device is foolproof. 


When doors are in 
constant use, the eu 
Russwin “Stilemaker”™ 
heavy duty Locksets offer 
special advantages. Their 
exclusive ball bearing pin 
tumbler cylinders assure 


Where door holders 
are desirable, Russwin 
“Triple-Grip” Door 
Holders assure longer 
service life... fewer 
adjustments. Unique 
design provides twice 
frictional area of 


trouble-free, long service 

life. Seamless tubular knob 
shanks provide full torsional 
strength . .. designed to 
eliminate wobble. Full 5g” bolt 
throw handles extreme door 
shrinkage. Installation is easiest 


similar devices yet 
requires less pressure 


a of square inch, 
type. These advantages are per sq c 


typical of many offered by 


Russwin “Stilemakers”. 


Where automatic door closing 
should be speed-regulated to fit 
the service, Russwin "400" Door 
Closers provide the answer. 





These precision-made, heavy-duty 
closers are the only closers with 
4-speed control and “Silence 
Adjustment”. Semi-concealed type 
has streamline appearance. 


SINCE 1839 ® 
For complete details, check with your Russwin dealer or with Russell & Erwin Division, 
The Americon Hardware Corporation, New Britain, Conn. Russell & Erwin has 
manufactured a complete, quality line of Builders’ Hardware for over a century. 


DISTINCTIVE HARDWARE 
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NEWS... 


Planned Parenthood League Protests 
“Discrimination” by Catholic Hospital 


N. ¥ 


POUGHKEEPSII Issues of pro 


religious 1s 


tessional — privilege 


mnation were cont 


ist month 
Franc s Hy spita 
members of its 
sign their st 
nue their 
County Pl 
Three of the 


seven doct 


vere resigning from membership 


planned = parenthoo 


they would retain 


st Ips, If Was report 
Action by the 


irely protest 


r 


1 
NOSpital s 
nconsistent 


nstit whic 


rom and professes 
community 
Expla sition 
Ann 
There notl 
St incis Hospita 


renthood 


ning the hosp 
Robe rta 


new to the policy of 


Sister idministrator, said, 
ing 
lealing with 
There ts no con 


Francis Hospital 


plnnes pa 


troversy between 


} 


y other grou 
ind any hs LroOuUy 


views were further ex 
Ret Rev Msgr Michael 


St. Peter's Church, Pough 


us 


P. O'Shea ot 

Any qualified doctor 
practice in a Catholic hospital 
O Shea 


keepsic may ap 
ply 
Msgr 


pr iCcTtic¢ 


declared but he must 


wccordance with his 


of a loct 


medicine in 
The 


is that of an 


conscrencc conscience 


ndividual is formed 
Cx d 
knows where the hospital stands on the 
ot 
Hospita has 


s well 


by the eternal word of Everyone 


birth control. St. Francis 


bee n 


of all 


ive donated funds to the 


quest on 
is, and always will be 
pen & people races, col rs, creeds 
People who | 
their 


jonations where the hospital stands on 


knew when they made 


hospit il 


the question control. [| am 


that 


ind every cit 


yuestion like this 


on both shoulders 


clergymen the comm 
] tne plan 


Protestant 


nity yone parenthood 


cague 


The attempt t 


In protest! 


of 


democracy 1s 


personal actions indivi 
American 
ind contrary to our Cherished princip 

Rev. Philip A. Swartz of the First Con 


1 for the group 


regational Church state 7 


152 


rOovVersy 


We 
principles of planned parenthood 


affirm and support 


j pe 
planned family is necessary for the well 


being of this and every other community 


throughout the world 


lays after the doctors were 


Several 


the Planned Parenthood 
Ameri 


o resign 


ration of Inc., complained 


n Poughkeepsie dis- 
Paul M. Lass, Dr 
Dr. Martin Leiser 


Three doctors involved 
pute are, | Dr 
John F and 


to r 


Rogers 


New York Strate 


Discrimination 


tm the 
Aga 


, 
the hospital's action constituted coercion 


Commission 


nst claiming that 


of the physicians involved and was “an 


infringement of the freedom of Dutchess | 


| Observes Centennial Year 


medical ad 
The 


tion also said the action was apparently 


County citizens to receive 


vice on family planning federa 


in violation of state law forbidding dis 


crimination against employes for race, 


creed, color or national origin solely on 


religious grou 


Edward W 


stare 


1s 


airman of the 


n 
Edwards, ch 


commission 1 the case would 


Sdal 
to be studied to determine whether 
1. The 


complaints be filed by 


the law had been violate 


nN aggrieved person who charges he was 


liscriminated against, Commissioner 
Edwards pointed out, whereas the com 
filed federation and 


The 


was doubt 


plaint was by the 


not by the physicians themselves 


commissioner also said there 


whether the physicians, who were hos 


pital staff members, were employes 


within the meaning of the law 


The national Catholic weekly review 


1 an editorial that pro 


hospital's action were 


the high ethical 


The 


the kind of furore to which Catholics 
are sadly becoming resigned 

The hospital's stand is not a new 
departure in Catholic practice, nor is it 
a deviation from the standards of private 
the editorial 


institutions in general, 


stated. “The courts have always upheld 
ot 


choose their own staffs, and the medical 


the rights private institutions to 
profession holds as a basic principle that 


a hospital administration is free 
choose the type of doctor it 


No 


longer at 


wants 


one should be surprised any 
on birth 
Medic.l 


men recognize and accept the fact that 


the Catholic stand 


control,” the journal continued 


they abide by the rules 
ot 


its 


are expected to 
a Catholic hospital when they join 
Staft 


ever, 


The Poughkeepsie case, how 
of 


more than compliance with regulations 


seems to demand the doctors 


inside the hospital Those who have 


taken up the cudgels 


Hospital 


medical 


igainst St. Francis 

most of them, apparently, not 
men—say that the hospital is 
trying to dictate the lives of its staff in 
their associations outside the hospital 
ot that all 


non-Catholics, chosen 


First, it is worthy 


seven d 


nore 


octors are 


by the Sisters to serve their sick. These 


doctors had, and have, control over their 


own consciences and actions. But onc« 


they become athliates of a Catholic hos 


certain of their public actions 


touch upon medical ethics are 


of concern to the hospital 


Mount Sinai Hospital 


New York.—Mount Sinai Hospital 
of New York opened a year-long cen 


tennial celebration January 16 with a 


ceremony 
At depicting 
the hospital's medical past and a fore 


at the hospital 
the opening ceremony 
cast of its medical future, four student 
nurses donned crinoline period gowns 
Mount 
In 1886 the hospital con 
Dr 


in this country t 


to illustrate Sinai's rdle in aid 
ing women 
ferred a diploma on 
Walter, first 
serve a formal internship 
With a centennial banner 
drop, Alfred L. Rose 
hospital, Carl J. Austrian, a trustee serv 
ing as chairman, Dr 
Martin R. Steinberg, hospital director 


Josephine 
woman 


as a back 
president of the 


centennial and 


presented a centennial parchment scroll 


to the four costumed nurses and a 


candle was lighted on a_ three-tiered 
white birthday cake topped with a sugar 


reproduction of the hospital's first home 
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How Fires Start... ™ LP 


ind again in the same kinds of places . . . 


kitchens, basements, laundry chutes, store 


a CeCe ene een ree 
\ceording to tisties. fire strikes an aver rooms and closets. And, from the same 


ige of 3 hospitals daily. Moreover. the ruses . +. Which turn out to be just plain 


belief that lightning never strikes twice in Sects witlicnaie te mutt omm as 


the s; é » is ’ sis is » . . . 
ame place is consistently disproved. example, the ordinary guy who unthinkingly 
Fires are habitual repeaters. starting again — tosses away a lighted match. 


D 


How Fires Are Stopped... 


at its source. wherever and whenever it 

may strike, with positive certainty. 
Education does a world of good to prevent 4, hospitals. there is a moral obligation upon 
fires from starting. But until human management for the utmost protection of 
hehavior is perfeet, your best protection ifs and property. So, for your own sake, 
lies in automatic control. be sure the lives for which you are respon- 
Che surest control is with Grinnell Auto- — sible are protected with Grinnell sprinklers. 


matic Sprinkler Systems, which check fire | your assurance of automatic fire protection 


GRINNELL wise rrorecrion systems 


MANUFACTURING ° ENGINEERING ° INSTALLATION ° SINCE 1870 


GRINNELL COMPANY, INC., PROVIDENCE 1, RHODE ISLAND BRANCH OFFICES IN PRINCIPAL CITIES 
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DEPENDABLE SERVICE 
SINCE 1909 


Increasing Popularity 
of Diack Controls is 
shown by 1951 sales 
exceeding 1940 sales 


six times over. 


Diack Controls 


#47 NORTH maue STREET ROYAL OAR MICHIGAN 


SMITH AND UNDERWOOD 
Sole Monufacturers Diack Control and 
Inform Controls 








NEWS... 


Dr. Rourke To Speak at 
Tri-State Assembly Banquet 


CHICAGO.— Dr Anthony J J Rourke 
ot San Francisco, president of the Ameri- 
can Hospital Association, will be the 
principal speaker during the twenty 
second annual Tri-State Hospital Assem 
bly in Chicago April 29, according to 
Dr. Malcolm T. MacEachern, chairman 
Dr. Rourke will also preside at a forum 
on “The New Plan of Accreditation of 
Hospitals’ on the opening evening of 
the assembly, with George Bugbee, exec- 
utive director of the American Hospital 
Association, presenting the subject 

Speakers on the general theme, “Meet 
ing the Challenge for Service,’ at the 
opening general assembly of Tri-State 
on Monday morning, April 28, will be 
Joseph G. Norby of Milwaukee who will 
What Are 
Its Ingredients? Erickson of 
Chicago, “Care for All Types of Patients 

Is Integrated Community Planning 
Feasible Roy Hudenberg of the 
American Hospital Association, “Hos 
pital Responsibility for Patient Safety 
and Anthony Eckert of Perth Amboy 
N.] Hospital Responsibility to the 
Public in Emergencies 
sters, Floods, Tornadoes, Wrecks, Civil 


discuss, “Quality of Service 


Ernest I 


Industrial Dis 


Defense 

Human Relations’ will be the theme 
ot the Tuesday morning general assem 
bly. Among the speakers will be Dr 
Kenneth Babcock ot Detroit and D: 
J. |. Moore of Chicage 

Obtaining Adequate Nursing Per 
sonnel,” a panel discussion, will be one 
of the subjects under the general theme 
Planning for the Future ic the Wed 
nesday morning, April 30, general as 
sembly. The moderator will be Marion 
Fox of Chicago, nursing specialist of the 
American Hospital Association, and the 


collaborators will be Dr 


Lynch f Philadelphia on 
iment,” Paul H. Keiser of 

Financing Cost of Nursing 

luca ind Marion J. Wright of 
Detroit on hat Can Be Done to Meet 
Todays Needs Also 


Wednesday morning assembly will be 


The resa I 


Student 


speaking at the 
Graham L. Davis of ¢ hicago, director of 
the Commission on Financing Hospital 
discuss “Costs in Line 

Service Can They Be Con 

The need tor care of chron 

ically ill, geriatric and polio patients in 
general hospitals will be discussed by 
epresentative of the Commission on 


ronic Hlness 


A.H.A. CONFERENCE 
(Continued From Page 150) 


problem areas” in hospital finance, in 
cluding costs and factors affecting costs, 
utilization of hospital facilities, third 
party payments, and personnel and pub 
lic relations. In the pilot study now 
under way in North Carolina, Mr. Davis 
said, an analysis of the demand for hos 
pital facilities is being made. Following 
completion of this study, he said, a 
public relations and education program 
would be introduced to test various 
methods of changing public attitudes 
toward hospital care 

Dr. Anthony J. J. Rourke, A.H.A 
president, reported to the group on hos 
pital accreditation. The Joint Commis 
Hospital 


appointed a special committee to select 


sion on Accreditation has 
and recommend a director for the com 
mission, he said. The committee was 
meeting during the coming week, he 


added 


Explaining how the commission 
planned to operate, Dr. Rourke said hos 
pitals would be selected for inspection 
by the executive director and an advisory 


committee from the commission; fol- 


lowing this selection, hospitals will be 
assigned to the inspection staffs of the 
constituent organizations of the com 
mission, it was explained 


When a hospital 


action of the commission following an 


s not satisfied with 
inspection, Dr. Rourke said, an appeal 
may be made to the commission itself 
In such cases, inspectors working directly 
for the commission may visit the hos 
pital, it was explained 

Speaking on the function of regional 


Kenneth F. Wal 


lace of Oklahoma City, business manager 


hospital associations 


the University of Oklahoma Hospitals 
ind president of the Mid-West Hospital 
Association, said a conterence of regional 
hospital associations indicated that re 
gional meetings should seek to interest 
hospital department heads and plan 
educational programs tor departmental 
executives, in contrast to the national 
planned pri 


Ww illace 


said state and regional hospital associa 


conventions, which = are 


marily for administrators. Mr 


tions owed thanks to Blue Cross for the 
provision of secretarial and public rela 
tions services. He also acknowledged the 
help of the Hospital Industries’ Associa 
tion and its executive secretary, Edgerton 
Hart, in working out schedules of meet 
ings to avoid conflict between educa 
illorted for 


tional sessions and time 


visiting exhibits 
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19 reasons why 
your hospital fund-raising 
program CAN succeed... 


Senior Directors of Lawson Associates, Inc., attending Semi-Annual Conference, January 2-3, 1952 
at the Waldorf-Astoria, New York® 





Twice each year—January and July—all Senior Directors of Lawson Asso- 
ciates, Inc., come together in New York from all over the United States 
and Canada for two days of concentrated study of fund-raising and public 
relations methods and techniques. These are the seasoned, carefully trained, 
permanent members of the Senior Staff of the Corporation. Each has been 
campaign tested and has the experience, education and personality to repre- 
sent you and your hospital competently and successfully at every community 
level. 


If you have not received a copy of our New Fact File and brochure, “When 
Your Hospital Needs Funds” write Dept. F-3 


\ 
awson 


INCORPORATED 


East Coast Office: ROCKVILLE CENTRE, NEW YORK 
West Coast Office: 420 MARKET ST., SAN FRANCISCO, CALIF. 
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NEWS... 


Importance of Third Party 
Payments Stressed by 
Wisconsin Speakers 


MILWAUKEE Approximately 400 


iministrators lepartment 
members 


of the 


ind auxiliary 


Ss trustees 


1 conference 


innu il 
Hospital 


The st 


rrende the 


Wisconsin A ssociarion 
re hospital tUXttAary 


tS OWN Meeting in 


the conierence 


iddress at the 


opening 
ssoclation Was presented 
it rh ¢ 
Hos 


security 


rrv Becker, assistant director « 


Commission on the Financing of 
| social 


d Aut 


Becker 


( nd tormerly 
bile 


1] 
iddressed 


Mr 


n the significance of “third 


ty payments in the furture level p 
nent of hospital service 


Hospitals can expect further increases 
Mr. Becker said 


vith a constantly rising demand for hos 


ing Costs ilong 


operat 


pital services Inevitably, he said, these 
femands would It in an ever-increas 


(left) presents the 
the Wisconsin 
Nels Hanshus 
Hospital, Eau 
secretary 


Harold D. Coon 
award me-it of 
Association to 
strator Lutheran 
and executive 


Dr 
annual 
Hospital 
admin 


Claire 


of 


long-time 


This means that YO per cent of hospital 
patients may have the major portion of 
their hospital bills paid by third parties, 
he concluded 

Mr 
Cross plans should be able to work to 


gether successfully to increase the 


of plan benefits to a point where most 


f the hospital bill would be included in 


the coverage. Plans must also be ex 


qed 


panded to inch 


TISC.AS€ patients 


employed pe rsons 


Mt. Zion Hospital’s ‘Short Cut” to Cooler Rooms 
Keeps the Sun’s Heat from Entering Windows! 


At San Francisco's Mt. Zion Hos- 
pital, ona sunny day when it was 
90° outside, a patient’s room was 
They installed KoolShade 

windows and 
now when it 90° outside, in 
the patient’s room it is only 80° 
reduction of in room 
They found that the 
sun's 


1145 
Sunscreen on the 
is 
— 35 
temperature! 
best way to deal with the 
heat is to stop it before it passes 


through the window. 

KoolShade blocks up to 87% 
of the sun’s heat ravs while admit- 
ting plenty of air and a cool, 
glareless light. Made of bronze, 
it needs little attention. Get the 
complete Mt. Zion story. Write 
to Ingersoll Products Division, 
Borg-Warner Corporation, Dept. 
MH-3, 321 Plymouth Court, 
Chicago 4, Illinois. 


A PRODUCT OF BORG-WARNER 


Ingersoll MOOLSHADE aiecred 


WARNER 


Becker said hospitals and Blue 


scope 


recover their full cost trom such cases 
idded, outpatient 


services must also be the 


he and eventually 


included in 
prepayment schedules 

Following Mr. Becker's talk, Leon 
Wheeler, director of Wisconsin Blue 
Cross, said hospitals should accept their 
educating medical 


responsibility — for 


statts to reduce unnecessary admissions 


ind services for Blue Cross patients 
insurance _ field, 
department 


Speaking for the 


George H. Hipp 


manager for the Employers’ Mutual In 


group 


surance Company, asked for hospital co 


with commercial insurance 


The 
whole is sincerely trying to bring com 


oper inion 


carriers insurance industry as a 


prehensive hospital coverage to all rhe 
people, he said. The full success of vol 


untary health insurance depends pri 


marily on the extension of prepayment 
medical care plans, he said. Mr. Hipp 
declared that charges for similar services 


should be “reasonably comparable 


among hospitals in the same area and 


that the individual hospital should 


amount for the same 
all classes of He 
Mr. Wheelers plea for hos 


pital-doctor cooperation in curbing un 


charge the same 


service tO patients 


seconded 


necessary admissions and services 
Continuing the third party discussion 
Frank (¢ of the Wau 


kesha Memorial Hospital, stressed the 


arr, administrator 
mportance of early diagnosis and treat 
ment as ultimate method of 
reducing hospital cost to the community 


the best 
Extension of outpatient services by hos 
pitals to reduce admissions and length of 
stay will be necessary, Mr. Carr declared 

The 
enterprises as cottee shops and gift shops 


public relations value of such 


and volunteer activities far outweigh the 
financial advantage to the hospital, Mrs 
A. E. Pinanski of Brookline, Mass 
chairman of the A.H.A on 
Women's Hospital Auxiliaries, told the 
The auxiliary can be 


committee 


Wisconsin group 
a powerful aid in such activities as re 
cruiting student nurses and making 
nursing life more attractive, Mrs. Pinan 
Members of the aux 


obviously 


women s 
thoroughly 


ski said 
iliary must be 
informed about the hospital and about 
hospital problems generally, she added 

The meeting ended with a round table 
led by Everetr W 
of The Modern Hospital 
Company. Much of the 


devoted to details of the 


liscussion of current hospital problems 
Jones, vice president 
Publishing 
discussion was 
national hos 
pital accreditation program. It was sug 


vested that the program might benefit 
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THE TROPICAL PAINT & OIL COMPANY oe 


Vol 


GET THIS MAN’S ADVICE ON MAINTENANCE 


PAINTING PROBLEMS. HE OFFERS YOU MILLIONS OF DOLLARS’ 


WORTH OF EXPERIENCE! 


TROPICAL. 


Your Tropical man is a specialist in the selection and application 
of heavy-duty maintenance paints. For specific “problem jobs”, 
he can advise on the type of paint, the amount to use and how it 
should be applied, based on the pooled experience of our nation- 
wide organization. This specialized attention is the foundation of 
Tropical’s 68-year success in the development, manufacture and 
distribution of heavy-duty maintenance paints. This, too, is the 
reason why Tropical fresh-mixed paints have a national reputa- 
tion for outstanding durability on the toughest maintenance 
applications. Get the benefits this special experience can bring 
you. Your letterhead request brings this Tropical specialist to 


your door. Write us today! 


Since 1883 
HEAVY-DUTY MAINTENANCE PAINTS 


SUBSIDIARY OF PARKER RUST PROOF COMPANY 
MAKERS OF 
Bonderi 
2 


ve 
a '.S 
sion 
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896 HOSPITALS PROTECT 
AGAINST CHEMICALS AND 
MOISTURE with TROPICAL! 


Ordinary maintenance paints quickly 
deteriorate under hospital service con 
ditions. That's Tropical paint 
heavy-duty protection pays off. Tropi 
cal provides high resistance to chemi 
On lab tables, 


why 


cals, moisture and rust. 
operating room floors, on beds, tables, 
dressers and metal equipment, includ 
ing radiators and laundry machinery, 
tor superior endurance 896 hospitals 
Tropical paints! 

. 


FREE! Send for your copy of the 

“Industrial Paint Index"—a quick, con- 

venient reference chart for o multitude of 
i paint applicati { 


use 








— 





1114-1300 West 7Oth St., Cleveland 2, Ohio 
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NEWS... 


hhuspil Wlasis Wer 


c dS t 
medica idits and 


als TlhOsl 
placed on protes 
standards ather 


than physical plant and ad istration 


sional 


Catholic Hospitals of 
Wisconsin Hold Meeting 
MILWAUKEL Hospitals that 
manufacturers and suppliers to contr 

yns are 


te to fund raising camp 


injustice to the ent 


ed Evererr W Jones 


t The Modern Hospital Publishing 
a conference of Wisconsin 
Catholic hospitals here last month. Mr 
contribu 


Company, at 
Jones differentiated between 
ions sought from manufacturers by hos 

in their own communities and 
jonations from suppliers 


Like other em 


for 
community 
manufacturer of hospital 


requests 
outside the 
ployers, the 
supplies has a responsibility co the hos 
pital which cares for its own employes, 
Mr. Jones said; however, hospitals seek 


ing gifts from suppliers outside the 


community in return for purchases made 


CUT MAINTENANCE 
COSTS wm me 


ADVANCE “‘ §p9eedboy”’ 


Keeping hospital floors in 
good condition costs less 
than letting them deteriorate 


so that they have to be replaced. 


And you can do a far better 
job of floor maintenance at far 


lower cost with the efficient Speedboy than 
with old-fashioned hand methods or 


ADVANCE 
“Speedboy” 


MAIL THIS COUPON FOR DETAILS! 


pocorn crn - 


ADVANCE FLOOR MACHINE CO. 
2633 Fourth St. S.E., Minneapolis 14, Minn. 


Plea send me detailed informa ond 


at f the Advance Speedboy 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
be 


worn, outmoded equipment. 


ADVANCE SPEEDBOY: 


¢ For scrubbing, waxing, polishing, 
steel-wooling, shampooing. 

@ Expertly designed for efficient, 
heavy-duty service on large or 
small floor areas. 

@ Perfect balance and fully adjust- 
able handle assure effortless self- 

propelling operation 
e Plus these exclusive features: 
New Silent-Flo drive is grease-tree — 
quiet long-lived 
New type Cushion-Grip safety 
switch--automatic wheel 
mechanism 


are engaging ina practice which “borders 
on blackjacking methods,” he concluded 

In another address to the conference 
which was devoted to ‘Human Relations 
in Hospital Service, Rev. John Jj 


Flanagan, executive director of the Cath 


the 
olic Hospital Association, urged Catholic 


nursing orders to “return to bedside 
nursing 

By giving Sisters administrative du 
ties and leaving bedside nursing to lay 
our 


Father Flana 


nurses, we are cutting religious 
orders away from the sick, 
We criticize lay 


but we do 


gan said nurses tor 


lack of 


dignity 


nursing spirit, not 
this charge by doing nursing 

This is affecting our 
patient care and our public relations 
that 


ourselves trend 


Father Flanagan recommended 
Catholic Sisters should themselves per- 
form nursing duties whenever possible 
and should employ administrative work 


ers from the lay community 


Contributions of Negroes in 
Mental Health Institutions 
Cited in Psychiatric Study 
New YORK 
can get along together in mental hos 


Negroes and whites 


pitals. This applies to both patients and 
hospital personnel, and it is true even 
when the people concerned come from 
used to segregation 
Dr. Ruther 
University 
York 


author of an 


the South and are 


These are the views of 
ford B 
graduate and a practicing New 


He 1S 


Interracial Practices in Men 


Stevens, a Howard 


psychiatrist the 
article on 
tal Hospitals 
issue of Mental 
of the National 
Health 
Negroes can make a real contribution 
country, Ds 
Negro at 


appearing in the current 


Hys one 
Association for Mental 


a publication 


to mental health in this 


Stevens indicates. He says, 


tendants (in mental hospitals) have 


proved eminently satisfactory wherever 
been utilized,” and 


United States 


their services have 


he suggests that the has 
in Negroes “an untapped reservoir of 
personnel, use of which should lessen the 
burden of caring for the mentally ill 

Dr. Stevens quotes several administra 
tors of hospitals where there is no segre 
One 


been singularly painless in discouraging 


gation says, “Our experience has 


race or color 


use of Negro 
arisen 


all discrimination as to 
Another says concerning 
employes, “No 

among either the other employes or 


dithculties have 


patients traceable to the factor of race 
Page 160 


(Continued n 
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Fenestra Door-Frame-Hardware Units in St. Mary's 
Parish School, Hammond, Ind. Architect—Bachman 
& Bertram, Hammond. Contractor —Swenson, Carlson 


Bldrs. Inc., East Chicago, Indiana 


Look how you save with these 
Door-Frame-Hardware Units 


These doors have clean, modern lines and velvety 
finish. They're steel so they will never shrink or warp 
or swell or splinter. They come complete with pre- 
fitted frames and beautiful hardware. They are snsu- 
lated for quiet performance. They even come indi- 
vidually wrapped as a final quality measure. 

Only long years of metal fabricating experience... 
the help of master craftsmen tremendous plant 
facilities and unique manufacturing methods . . . could 
give you such Door-Frame-Hardware Units at such 


savings ... only Fenestra* is equipped to do it: 


1. First cost is low because Fenestra's standardized 
types and sizes permit economical volume pro- 


duction. 


2. Installation cost is low because the door is com- 
plete with pre-fitted frame and hardware ready 
to fill the opening—no cutting or fitting or 
mortising or prime-painting! 
. Maintenance cost is low because of the door’s 
welded, reinforced construction. 
Compare it, point for point, with avy door on the 
market! You can get Fenestra Door-Frame-Hardware 
Units in a wide variety of sizes . . . in three types in- 
geniously designed for versatile use. Each door may 
be hinged right or left, swing-in or swing-out. 

Get full details and prices. Call your Fenestra Rep- 
resentative—or write to Detroit Steel Products Com- 
pany, Dept. MH-3, 2258 East Grand Boulevard, 
Detroit 11, Michigan. +e 


CNCSLTC HOLLOW METAL DOOR + FRAME * HARDWARE UNITS 


save building time, labor, materials and money 
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NEWS... 


Commenting on the fear of some ad 
ministrators that using Negro help will 
cause “trouble” leading to the resigna 
tion of other employes, Dr. Stevens says 
the fear is proved unjustified by the fact 
that in other white em- 
ployes have been found perfectly willing 
to work with Negroes 

Mentioned by Dr 
unple of mulitary hospitals in the South 


ind in border states during World War 


} such 


occupations 


Stevens is the ex 


ll. There was no discrimination 


hospitals, and no trouble, either, acce rd 


Dr. Stevens. He mentions 
ticularly Winter Veterans 
Topeka, Kan 
Negroes from the South were success 
fully treated together 

Of the use of Negroes as attendants 
The fact that Negroes are at 
tor 


pal 
Hospital in 


whites and 


ing tO 


where many 


he says, 


a disadvantage in obtaining work 


they are encourages 


whicl qualitied 


many with betrer-than-average education 


and training qualifications to accept 


these positions when available 


Few Negroes are trained as nurses or 


NO RADIO NOISE © PLEASED PATIENTS! 
HAPPIER NURSES © STEADY INCOME! 


About 20 of 
America s Ne 
While the scarcity of Negro pro 
partly 


psychiatrists, he notes 


S000 psychiatrists are 


groes 
fessional 
accounts for the very small number em 


ssychiatric personnel 
I 


mental institutions, it also 


ployed by 
necessity of providing 


points up the 


number of those 


training for a greater 


who are qualified, he says 

Dr. Stevens’ article is based on a study 
made by the Committee on Social Issues 
Advancement of Psy 
that 


ot the Group for 
He is chairman of 
The study, covering 296 public 


chiatry com 


mittee 
and private institutions, shows that most 
public hospitals in the South segregate 
Negroes completely, that most in the 
North West do not discriminate 


that 


and 


and seyregation is common in 


be der states 


Presbyterian Hospital Shows 
Deficit of $168,000 in 1951 
New YORK.—A $168,000 


for 1951 in providing tor 
and 380,445 outpa 


lehicit of 
eXISts care 
32,036 inpatients 
tients at Presbyterian Hospital in the 
New York. Charles P. Cooper, 


president of the hospital, who cited the 


city of 


statistics, based his assertion on the an 
submitted recently to the 


nual report 


hospital's board of trustees 
W ard 


lent of 71,41 


the equiva 


and 102 


patients received 


519 
| 


days of Care 


clinic visits were ma both free of 


¢ harye to the 


4 rotal of $134,5 


patients 
19.000. or SI.L14 


OOO more than vear aye Was spent 


by the hospital to provide care tor 


the Inpatients SO.44) visits were 


made to the « ifpatient department 


Linking voluntary hospitals with ed 


ucation, religious charitable insti 


matter how 
full 


Cooper re 


rutrions where one, ne 


tenders value 


Mr 


patient Care in 


much he pays 
receives 


for 


pet day 


tor what he 


the cost 


yorted that 
I 


1951 was $5 grea than the 


average patient paid. Income from pa 


tients amounted to $8,838,000, or about 


two-thirds of the total expense. Te 


remaining one-third, the 


443.000 of 


provide che 
investment 


$6 30.000 


hospital used $2 


income from endowments 
from gifts and contributions, and $1 


670.000 trom other sources 


Touching medicine's conquest 


ot shock, pain ind infection Mr. Cooper 


upon 


pointed to the over-all advance in 


knowledge made possible by medical 


research in various fields 
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coveres 


UNBELIEVABLE DURABILITY 
on our hospital walls... 


| st frequently heard Kalistron cannot chip, crack or peel; 
rhout A ‘ installations. When tintenance costs. Cleans 
ills, doors, columns or turniture a 
| | colors 


1 with Kalistron, the lite 
s b I COLPON Brrow 


t tear of “heavy duty 
listron and mail-file 


ce comment 
miiiimizes m 
‘ easily with a damp cloth. In 28 standard 

special colors matched 
for sample of 


Pest: Kalistron 


ui 
inbelievable 


installation, the 
‘ scl prove its 


r excellent condition 


alistron 


DENSI 


PLAST VERING MATERIAL 


Distributed by: UNITED STATES PLYWOOD CORP.. N.Y 
in Canada: PAUL COLLET & CO., LTD., MONTREAL 


Color fused to 
underside of 
transparent vinyl 
sheet... backed 
by flocking 





NEWS... 


New York's Blue Cross, 
Blue Shield Raise Rates 
New YorkK.—To meet 
costs New York's 
Associated Hk spital 


ise its subs 


increased hos 
Blue Cross plan, 
Service, will in 
harges; and be 
cmon New York S 
United Medical 
se its group sub 


surgical 


are $1.60 for an in 
a husband and 


bership in A.H.S 
dividual and $4.36 for 


wife or a family. New rates for non 


group membership, payable on a quar- 


terly basis, are $6 for an individual and 
S15 tor 

The 
coverage are 
for a 
$2.88 for a family 
medical coverage will be $0.88 for an 


a family 
U.M.S 


SO.08 tor an 


new rates for surgical 


$1.60 husband and wife, and 


Rates for surgical 
a husband 


individual, $2 for 


and $3.40 for a family 


Out of thousands of owners of Steam-Chef Cook- 
ers, hundreds have been kind enough to express 


their experiences with these steamers 


Here are just 


a few typical excerpts from these letters 


From a Texas State hospital 


“The STEAM-CHEF is all anyone could ask for. 


it seems that we do more cooking in it than anything else.’ 


From an lowa Y. W.C. A 


‘We do like our steamer. 
faction and the care is really very little compared to other equipment. 


It has been giving satis- 
We 


particularly do hams, hearts and left-over roasts in ours.” 
From a New Hampshire hospital: ‘‘The purchase of our steam cooker in the 
past summer now gives us two beautiful stainless metal STEAM-CHEF steam 


cookers 


The first one was purchased about two years ago, and obviously the 


satisfaction we got from it determined our need and desire for a second one.” 


From an Ohio store restaurant manager 


‘I have had a lot of pleasure out of 


cooking with your fine piece of equipment and never would be without it. It 


has so many advantages over cooking over the top of the stove. 


cleaner and faster in so many ways.” 
From an Oregon institution 


prize the STEAM-CHEF above all the other appliances 


time.” 
From a North Carolina institution 


It is much 


“Our new kitchen is very modern but the cooks 


It surely shortens cooking 


“The use of this piece of equipment helps 


greatly in reducing time of cooking. We are proud of it and have cooked our 


hams and dried beans in it very successfully.’ 
“We like our STEAM-CHEF very much and have 


From a South Dakota hospital 


found it very efficient this summer in canning hundreds of quarts of beans, 


tomatoes, vegetable pieces, etc., from our garden 


* “The Steamer People”’ 


THE 
3333 


Cookers 
sizes 


Steom-Chef 
ore made in 
from 1 to 4 compart- 
ments, ond operated 
by direct steam, gas 
Write 
also 


or electricity 
for Catalog 
Booklet by 

For Better Steaming 


experts 


CLEVELAND 
LAKESIDE AVENUE, 


For BETTER Steaming- 


STEAM-CHE 


COMPANY 
14, OHIO 


RANGE 
CLEVELAND 


individual, 


and wife, 


The Blue Cross insurance plan an 
nounced it had to dip into its reserves 
for $1,735,713 to meet rising costs dur- 
ing 1951 Another $4,000,000 of re 
serve funds will have to be spent before 
the increased rates go into effect, it was 
estimated 

Some 4,900,000 persons in the New 
York metropolitan area are enrolled in 
the two plans 

Louis H. Pink, head of 


explained that federal law and state in- 


Blue Cross, 


surance department regulations require 
both plans to hold 5 per cent of their 
annual receipts in a reserve fund. Both 
plans have met rising costs by falling 
the re 


behind in—or dipping from 


serve funds, he said 


John Bigelow Appointed 
Executive Secretary of 
Washington Association 
SEATTLI The Washington 
Hospital Association has announced the 
370 Skinner 
Building, and the appointment of John 


State 
opening of offices here at 


Bigelow as executive secretary 

Mr 
editorial staff of the Seattle Times where 
statt 


Bigelow formerly was on the 


he was a medical and general 
His background includes news- 
Wash., and 
public 


writer 
paper work in Spokane, 
Sale Lake City, 
work in the Pacific 
Washington, D.C 
Chester Finkbeiner, 


and relations 


Northwest and 
president of the 
association, said Mr. Bigelow’s duties 


executive secretary will be to work 


tor better community relations of all 


hospitals, individually and as a group 


A.A.N.A. Passes New 

Accreditation Program 
CHICAGO.—The 

Nurse 


creditation program, which became ef 


American Associa- 


von of Anesthetists new ac 


19, requires schools 


that 


fective January 


established after date to comply 


with the new requirements at the time 
of making application for approval 

desiring full ap 
proval must conform to the new rules 
by Dec. 31, 195 


The accepted criteria require that the 


Existing schools 


years duration and in- 
100 
addi- 


school desiring approval must 


be of 
clude 200 hours of classwork and 


course 


hours of clinical instruction. In 


oon 


comply with the assoctation’s by-laws 


im selecting students complete a ques 


tionnaire, and consent to inspection, 





citrus is virtually 


TYPICAL PATCH TEST 

Ps 
Over 400 infants and children from 
2 weeks to 6 years of age acted as test 
subjects to check the incidence of 
> sensitivity to orange juice. After 
2 to 12 months’ observation,* 
Po “no disturbance of bowel function 
/~ (diarrhea or constipation) that could 
be attributed to the orange juice” 
was found. Also, the occurrence of 
regurgitation and rashes was 
“minimal”. In the rare instances of 
sensitivity, care exercised by gentle 
reaming of juice (or the use of 
frozen concentrate) to avoid 
contamination with peel oil usually 
obviates the difficulty. 


*J, Pediat. 39:325, 1951 


FLORIDA CITRUS COMMISSION ¢ LAKELAND, FLORIDA 


FLORIDK ius 


CRANGES + GRAPEFRUIT + TANGERINES 











Cltnontil J 


Chocolate 


DEFINITELY RICHER— Because it contains more 
selected American and Dutch-process cocoas—blended ju 
ot thin. Continental Chocolate Syrup is free- 
ous—brimful of More Chocolate 
Continental's Hot Fudge, too, made with pure 
r. A sure-fire Menu-Hit for unexcelled flavor and 


FREE SAMPLES — Your own taste will tell you—more cx icingly 
rds—just h w excepti nalh od Continental's Chocolate 


ntinental’s Hot Fudge really are. Your Continental 


sé 


ee samples for you! No obligation. Ask him today! 


cuT FOOD COSTS NOW— 
better-tasting, time in 
oods. For free n u ideas write 
nstance Conover, Director, Quantity Recipes 
Continental Coffee Co., 375 W. Ontario St 
Chi io YO Ill., Dept CS 


“FLAVOR TESTED" MENU PRODUCTS 


CONTINENTAL COFFEE COMPANY 
CHICAGO + TOLEDO ROOKLYN 


Producers of Continental Coffee 


America's Leading Coffee for Restaurants, Hotels and Institutions 


NEWS... 


New York City Hospitals Set 
Record for Patient Care; 


Reduce Overcrowding 
New YorkK.—The Department of 


Hospitals here rendered more care to 


more people in 1951 than in any other 
year in its history and still effected 
reduction in the overcrowding of its 
wards, according to the department's 
innual report 
A t 79,095 inpatients re 


ceived 7 952 days of care and 


167,300 visits were recorded in out 


yatient services, in contrast to the 1950 


' 
t 
figures of 277,821 inpatients receiving 


1,761,753 days of ca 


e and 2,155,580 


Visits to Outpatient departments 


luction of 


The re he average bed 
occupancy rate in the department was 
from 99.5 per cent in 1950 to 98.5 per 
cent tor 1951 
Home care was the major factor in 
reducing ward congestion, the report 
It rendered 664,098 days of 
+ per cent of the total days 
of inpatient care. Dr. Marcus D. Kogel 
Commissioner of Hospitals, pointed out 
that home care, since its inception three 
wo, has become the equivalent 
of a 2150 bed hospital operating at 
the normal bed occupancy rate of 85 
per cent. Without home care, he said 
the wards of the department's general 
hospitals would now be operating at an 
occupancy rate of 113 per cent 
Other factors which helped reduce 
overcrowding were The providing of 
more extensive diagnostic facilities in 
outpatient departments so as to decrease 
the number of patients admitted to the 
wards for diagnostic study; and expan 
sion of the physical medicine and re 
habilitation service 
Two new hospitals, the 307 bed 
Francis Delafield Cancer Hospital and 
the 734 bed tuberculosis unit of Kings 
County Hospital Center, were opened 
iring the year 
The extreme dithculry in recruiting 
nursing personnel has made it neces 
sary to open new hospitals on a ward 
by-ward basis,” Dr. Kogel said. ‘The 
Francis Delafield was opened with a 
bed complement of 39, roughly one 
tenth its capacity. Its complement is 
now 156. The new tuberculosis unit 
it Kings County opened with a com 


plement of 360 beds.” He added: “It 


is a miserable condition indeed that sees 


inopened Wards in magnificent new 
hospitals while older institutions op 
erate at bed occupancy rates far above 


: 
accepted standards 
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NEWS... 


Urges Better Laws 
Governing Practical Nurses 
New YorK.—An increasing number 


ire 


who believes that the 


Miss lorrop 
public must be protected from the un 


qualified practitioner, stated: “In caring 


employment, Miss Torrop reported after 
a survey of existing legislation. In 29 
other Rico, 
pointed out, the law permits the prac 


states and in Puerto she 


for helpless people, the practical nurse 
life death 


tions: and so there can be 


ot practical 


Hurses as important partners on the na 


hospitals recognizing 


to work even if she fails to 


14 


often deals with and situa- tical nurse 


tions health team and are utilizing their no question qualify for a license, while States 


have no licensing laws at all 


the necessity for establishing the 


services, according to a report released of 
last month by Hilda M. Torrop, execu- highest possible standards in the field 
ot Nauonal 
Practical Nurse 


urging 


of practical nursing 
Only 
one United States territory, Hawaii 


director the Associa 
for 


issociation is 


rive 


non Education five states in the country and 


The 


of stricter 


Michigan’s Nursing School 

Has New Four-Year Program 
ANN ARBOR, MICH 

ot Michigan School of Nursing has an 


enactment now 


ind more uniform state laws have laws requiring practical nurses to ; : 
The University 


licenses before they can accept 


governing the field of practical nursing. obtain 


nounced a new four-year basic profes 
sional program in nursing 

Rhoda Reddig, director of the school 
explained that the new program will 
lead to the degree of bachelor of sci 
ence in nursing for all graduates and 
will also qualify them for the state 
licensing examination 

Previously the school of nursing of 
fered two programs. One required three 
years and led to a diploma in nursing 
the other required five years and led to 
a college degree. Both will 
be replaced by the new one, although 


admitted 


pre prams 


one more class will be next 
September under the old five-year cur 
riculum 

Better of 


new program, which is in line with a 


nursing ts the aim the 


when you provide our Medical Abstract Service 


Every day current medical publications tell of new 


operative procedures, therapy national trend education 


The 


which ts 


discoveries 
and drugs. If your staff doctors could read these 
articles today—tomorrow your patients might benefit, 


diagnostic in nursing 


foundation of general education 


included in the revised cur 


Articles from over 100 Medical Journals... riculum is expected to prepare the nurse 


are selected each month by our Editorial Board 

Our editors evaluate and abstract the material. 
We mail it to your hospital. You then make available 
to your staff latest proven medical findings vital 

to general and specialized physicians 


to understand the economic, social and 
| emotional problems of patients as well 


as to assist the nurse herself in suc 


cessful personal living 


Make Your Medical Library More Complete... 


by providing this wealth of current information on 
easy-to-read, easy-to-file, easy-to-find, cards. Hundreds 
of leading physicians have saved time with our 
Medical Abstract Service since 1943. 


Baptist Hospital to 

Celebrate 40th Anniversary 
MEMPHIS, TENN 

Hospital here will celebrate its fortieth 


Baptist Memorial 


It Costs Less Than 2c a Day... 
to do this for your staff—to keep them informed 
of medical advances as they are made 


anniversary with a week-long program 
of events in July, announced Frank S$ 
Groner, administrator of the hospital 

13, the observance 


Beginning July 


will reach its climax July 20, the date 


SEND FOR FREE SAMPLE ABSTRACTS and PRICES 
@ Physicians’ Record Co., Publishers of 


Medical bVsthact Service 


Chicago 5, Illinois 


the busy 


PHYSICIAN’S 
FILOFAX 


upon which the institution first opened 
its doors to the people of Memphis and 


3 the surrounding area 
161 West Harrison Street, 


Tentative plans call for a series of 
during which doctors, 
nurses and the general public from 
throughout the Mid-South area will be 
invited to tour and inspect the South's 
hospital where more 


brief, complete 
functional . . . open houses 
Send te cn F 





Abstracts are printed on 
4 x 6 cords. File Guides 
and Filing Manual (based 
on Medica) are 
furnished with first sub- 


a 


Requested by 
City a Zone___. State__ 
C] Include information and samples 


of your Hospital Abstract Service 
SHOES ESSE SE HESS EEE EE SEE ESSE HEETEe 


largest private 
than 500 people are cared for daily, 


Index 


atgtie wihed Gage Mr. Groner explained 
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SUCTION PUMP Model P600E 


Located in Penthouse 
or Basement 


RISERS 2” PIPE fed 


mecessary whenever 
a hospital is built 
or modernized — 


FOR 100 BED HOSPITAL—consisting of Laboratory, 2 Major Oper- 
ating Rooms, one Minor Operating Room, one Delivery Room, 
and 8 Rooms to be equipped (5 semi-private and 3 private). 


Two Major Op. Rms. One Minor Op. Rm. One Del. Rm. 





PA26 Vac Valve with 
PAS Adapter 


2 Each Required 


1” PIPE OR LARGER 


5 SEMI-PRIVATE — 8 ROOMS — 3 PRIVATE 
PV-34 Unit Equipped with Vacuum Regulator for P. O. Drainage 





PV-34 


LARGER 


PV-34 PV-34 


If you are planning to build or modernize any-size Hospital, Central Suction is a present-day requirement. 
Let us show you blueprints and several typical Systems like the one above . . .Then, see how easy they are 
to install and maintain . . . Your letter or the coupon below will bring you our 12-page 3-color Catalog by 
return mail. Do this now! Investigate while critical materials are still on hand! 


McKesson 
APPLIANCE 
COMPANY 


TOLEDO 10, OHIO 
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McKesson Appliance Ce. Clip Coupon 


Toledo 10, Ohi 
— MAIL TODAY! 


Please send your Central Suction Systems Catalog—at no 


cost and without obligation, of course 


(Nome) 


(Number—Street) 


(City—Zone—Stote) 
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NEWS... 


Surgical Equipment ) Death Rates in U.S. Fall for 
MUST BE KEPT CLEAN! al Several Important Diseases 
Ak ; WASHINGTON, DA Basing his 


comments on vital statistics compiled by 


That’s why so many hospitals agora nagetoag - 
. * . ° the S. Public ealth Service, Oscar 
and institutions specify — R. Ewing, Federal Security Administra 


tor, has announced that death rates in 
- the United States fell significantly in 
“ 1950 compared with 1949 for several 


THE FASTER, EASIER, MORE THOROUGH “2 a important diseases, including acute 
WAY TO REMOVE DRIED BLOOD, TISSUE, poliomyelitis, tuberculosis and measles 
BONE PARTICLES, RUST, FILM, ETC. FROM The Public Health Service has re 
SURGICAL INSTRUMENTS AND EQUIPMENT. 
FASTER Because its swift, powerful cleansing action WITH 1950 rates based on a 10 per cent sam 

OUT SCRUBBING saves hours of time and work sie al deni <onillicenes 


EASIER Instruments or Glassware when immersed in rl 
ALCONOX and socked for only 10 minutes, become « 
clearly and surgically clean per LOO.000 population tell ott by 59 


> 


leased final 1949 death rates for 3 


selected causes of death, and estimated 


Jeath rate for acute poliomyelitis 


THOROUGH ALCONOX floats away contamination. Cleans Petri per cent in 1950 In actual numbers 
dishes, Anesthesia equipment and test tubes there were 2720 polio deaths in 1949 


Specify ALCONOX for your cleaning problems—one spoonful makes and 1690 estimated for 1950 This is 
a gallon of solution. May be stored indefinitely 

Box of 3 Ib Price S$ 1.95 Bag of 50 Ib Ib 40 

Carton (12 x 3 Ib eo. 18.00 Barrel of 300 Ib Ib 37 ported in 1950 c mpared with 1949 
Pacific Coast 

if your dealer cannot ae ag you, write for literature and samples 

DEPT. Mis per cent for an estimated decrease of 


believed to parallel a drop in cases re 
The tuberculosis death rate dropped 16 


5470 deaths. The death rate for 
measles was cut in half, coinciding with 


. ami 
=a a decline in the number of cases of 


WETTING x3 
pres conan Ares eey ony ~~ measies in 1950 


Z 
= Other important causes of death with 








decreases in death rates were gastritis 

and some intestinal diseases, cirrhosis of 

PLASTICALLY PROTECTION... the liver, complications of Rie 
MORE COMFORT for the PATIENT and homicide. The maternal death rate, 


Krestex plastic is soft, supple, light weight, easy to work per 10,000 live births, dropped from 
. hanges in temperature. Its protection . ra 
slashes replacement expenses 9.0 in 1949 to an estimated rate ot : 
yn easier and adds to patient comfort 
clean with a damp cloth sterilizes 
ise it has no minute porous openings to trap Probably as a result of the influenza 
Krestex is water proof and is impervious to 
stains outwears and outlasts all other types of 
protective coverings Modern, work-saving, time-saving, early spring months of 1950. death rates 
noney-saving miracle, Krestex products are designed for 
ily functional efficiency in professional and institutional use for influenza and pneumonia for 1950 


increased slightly over 1949. There 


in 1950, a record low 


epidemic during the late winter and 


were an estimated 44,640 cases in 1949 
No. 311—UTILITY 
APRONS FOR i 
NURSES OR ' death rate for diseases of the heart also 
DOCTORS’ a . 
ASSISTANTS inc reased slightly, from 16,434 in 1949 
Expansion pleats, to 770,699 in 1950. Cancer deaths re 
multi-adjustment snap 


= "= iY Oe neck bands for adapta- mained at about the same level in both 
Ne. 26—PRLOW CASES . a ble fit. Reinforced pull- 


22"x28", zip closure. Durable, high MATTRESS COVERS erect saddle pocket. years 
quality; ideal sanitary protectors 36%4°x77%". Long wearing, \ Extra long, 

for pillows. Also a boon to allergy top “quality (Other sizes and extra wide $150 

patients. (Other sizes and weights weights also avail- Clear or 1 


vailable.) Packed an e nc 00 - - 
svoileble) Packed ond $425 = atin.) Pactad ond 9S black each Named Delegate to A.H.A. 


as compared with 47,093 in 1950. The 


sold 1 doz. toa ‘each sold 6 to a bo each 


Qt tc SP EE SST JACKSON, Miss.—John Gill, business 








DON'T SAY PLASTIC, manager of Mercy Hospital-Street Me 


$ SAY gn ie eens morial at Vicksburg, Miss., and R. M 
afford absolute privacy without 00 ; gauge 00 THER A Di R E : 
blocking light. Translucent, attractive, thickness. 1 per yd Castle, administrator of Rush Memorial 


easily cleaned and sterilized Other weights and WRITE FOR 
Write for sizes, colors, prices widths also available.) ttl teaaciahes Hospital at Meridian, Miss., were chosen 
and free brochure. as the delegate and alternate, respec 
OTHER KRESTEX PRODUCTS FOR HOSPITAL USE f tl M wnt Senco Dicunitel 
4 4 a 
Fleoroscopic screen covers * Microscope covers * Metabolism 4 tively, Of the Mississipp! ota ? ' i 
machine covers + Suction pump an KG covers + Colorimeter 4, / t t use of Delegates 
machine covers « Gas machine covers + Cot and stretcher covers (‘Z T/4 Association to the Hous , & 
Headrest covers + Viscera bags + Instrument cases + Utility kits « MANUFACTURING of the American Association at a spe 


Crib sheets + Formfit aprons + Waist aprons + Surgical aprons - 
* Physicians’ aprons + Laboratory aprons + Heavy laboratory COMPANY Department MH. cial meeting February 5 at Jackson, 


aprons Dentist's aprons*+ Nurses’ aprons + Protek bibs + Patients’ 1335 North Wells Street 
throws + Bootees (for orthopedic work and Urologists) «Sleevelets Chicago 10, Illinois Miss 
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FOR THE 


rn 
[', day sh ilf ore and her energy 
is all gone. Pale, listless, her blood 
picture will probably reveal the 


tvpical IREROL case hypo hromu 


microcytie anemia. 


Inorganic Iron is speeihe im such cases, 
but is iron alone enough? 


Notice the IBEROL f« 


formula considers that hemoglobin 





rmula. Such a 


Ives more than iron 


formation invol 
lone... that if there is a deficiency 
of iron, other deficiencies may 

ilso exist... that recovery may 
more rapid ind complete i other 
missing elements are supplied 


to supplement the diet. 


Just three [BeROL tablets a day is the 
average adult dose. For prophylaxis 
in pregnancy and old age, one or 

two tablets daily are usually 


sufficient. Your pharmacy h 
IBEROL in bottles of 
100. 500 and LOOO. Cbbestt 


SPECIFY 


MOL 





\J 


Iron, Bi», Folic Acid, Stomach-Liver Digest, with Other Vitamins, Abbott 
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IBEROL TABLETS: 


the average daily therapeutic dose 
for adults, supply 
1.05 Gm 
ting g elemental iron, the 
redient for the tease of her 


the treatment of iron-deficiency 


Plus these nutritional constituents 
Thiamine Mononitrate 6 mg 


6 mg 


Nicotinamide 30 mg 
times RDAT 
Ascorbic Acid 150 mg 
5 times MDR® 
Pyridoxine Hydrochloride 3 meg 
Pantothenic Acid 6 mg 
Vitamin B 30 mcg 
Folic Acid 3.6 me 
Stomach-Liver Digest 15Gm 
*MOR m Da ly Requirement 
TROA- Recommended Daily Dietary 
Allowance 


Where Electricity 


Electric Plants 
Assure Light and Power 


a electricity for such essential uses as lighting in operating 
rooms, delivery rooms, and wards, is a vital need of the modern hospital. 

This power must be immediately available, it must be dependable, and 
it must have sufficient capacity to handle a// essential lighting and elec- 
trically operated equipment 

Onan engine-driven emergency electric plants meet all these require- 
ments. When storms, floods, fires or breakdowns interrupt the electric 
power supply, Onan Standby plants start automatically and feed electricity 
to critical points. The plants stop automatically when regular power is 
restored. Will run continuously if necessary. 

Onan Emergency Electric Plants are available from 3,000 to 35,000 
watts A.C. to meet the needs of any hospital. Where power requirements 
are greater than 35,000 watts, two or more Onan units can be combined 
into a system with the required capacity. 


ONAN STANDBY PLANTS 


Available with exterior housing, like the 
one shown, or without. All come complete 
with necessary controls and instruments, 
ready for installation. Automatic line 
transfer controls are available for all units. 


GASOLINE-POWERED MODELS 
Air-cooled: 1,000 to 3,500 watts AC 
Water-cooled: 5,000 to 35,000 watts AC 





MODEL 10 EL 
10,000 wotts A.C. 


Write for folder and FREE engineering assistance. 


D. W. ONAN & SONS INC. 


PRODUCTS A : ’ 
4921 University Avenue S. E., Minneapolis 14, Minnesota 


NEWS... 


Undertake Investigation 
of Kings County Hospital 


New YorK.—lInvestigation of pol 
icies and practices at Kings County Hos 
pital, Brooklyn, has been undertaken 
here by the Hospital Council ot 
Greater New York at the request of the 
citys Board of Hospitals. The Kings 
County Hospital had been under attack 
for several weeks for overcrowding and 
understaffing. it was explained 

Dr. Haven Emerson, former health 
commissioner and professor of public 
health at Columbia University, was 
named director of the investigation 
which will be supervised by a five mem 
ber committee headed by John H 
Hayes, superintendent of Lenox Hill 
Hospital 

Other members of the supervisory 
committee are: Msgr. Joseph F. Brophy 
director, division of health, Catholic 
Charities of the Diocese of Brooklyn 
Msgr. John J. Curry, director, division 
of health and hospitals, Catholic Chari 
ties of the Archdiocese of New York 
Dr. J. J. Golub, executive vice president 
of the Hospital for Joint Diseases and 
former chairman of the hospital plan 
ning council of the American Hospital 
Association, and Mrs Francisca K 
Thomas, acting executive director of 


the hospital council 


Home Nursing Care 
Saves New York $750,000 


New York.—According to a report 
submitted by Patricia I. Heely, director 
of the New York City health depart 
ments bureau of public health nursing 
New York's hospital department saved 
$750,000 in Queens alone for the first 
nine months of 1951 by providing 
home nursing care for patients who 
otherwise might have required hospitali 
zation 

In addition, 220 beds in Queens Gen 
eral and Triboro hospitals, that other 
wise would have been required by 
chronic patients, were made available 
for acute Cases 

Health department nurses made 11, 
147 visits to homes of patients under 
medical supervision of the two hos 
pitals and she estimated that these pa 
tients would have spent a total of 68,676 
days in one or the other institution with 
out the home-care program. Miss Heely 
reported that the cost of this hospital 
care would have been $801,684, in con 
trast to the actual cost of less than 


$46.880 
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making the wrong 
choice can be 
dangerous here 


THAT’S WHY IT PAYS TO CONSULT 
A KENTILE FLOORING CONTRACTOR 


[HE WRONG FLOOR in a specific installa 
tion can be overly expensive as well as 
impractical; resulting in underfoot safety 
hazards...excessive maintenance costs... 
too-frequent repairs or replacement. That's 








why progressive management as well as 





busy specifiers are learning to look to the 
Kentile Flooring Contractor for accurate 
and up to-date information and advice. 

He’s a fully qualified flooring expert 
with vears of training ind experience... 
the right man to he Ip you select the one 
Hoor that is best suited for vour particular 
need...from the durable grease resistance 
re quired whe re floors are exposed to 
greases and oils to the luxurious flooring 
that best sets off executive offices. 





Whether you are interested in new con- 
struction or remodeling of existing facili- 
ties... flooring for areas large or small, call 
in a Kentile Flooring Contractor and be 
assured of spending your flooring dollars 
wisely. For his name, look under FLOORS 
in your classified phone directory, or write 
Kentile, Ine.. Dept BB-1, Brooklyn 15, 
New York. In Canada, T. Eaton Co., Ltd. 


KENTILE INC. 
Kentile Floors casily clean to exacting hospital standards always present T 


to please visitors, patients and hospital staff. KENTILE + KENTILE RUBBER TLE + KENCORK 
SPECIAL (GREASEPROOF) KENTILE 


a cheerful, colorful surface 


KENTILE, INC., 58 Second Avenue, Brooklyn 15, New York © 350 Fifth Avenue, New York 1,N. ¥. © 705 Architects Building, 17th and Sansom 
Streets, Philadelphia 3, Pennsylvania + 1211 NBC Building, Cleveland 14, Ohio + 225 Moore Street, S.E., Atlanta 2 Georgia + 2020 Walnut 
Street, Kansas City 8, Missouri + 1440 Iith Street, Denver 4, Colorado * 4532 South Kolin Avenue, Chicago 32, Illinois « '113 Vine Street, 
Houston |. Texas + 450! Santa Fe Avenue, Los Angeles 58, California + 95 Market St., Oakland 4, Calif. * 452 Statler Building, Boston 16, Mass 
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Maintenance ano 
Towel Costs wit 


iio ies iia 
HAND OR HAIR DRYERS 


New No. 8 wall model 
with potented 
foster - drying 
features | 


TOWEL LITTER 


fe 

| 

; 

ares . SAVES 
STORAGE SPACE 

maintenance time and elimi 


New high 
automatic 


Save valuable 
nate continuing towel expense 

speed Sani-Dri provides quick, 
hand or hair drying service 24 hours a day 
yeor after yeor! Sani-Dri is a permanent 
solution to your washroom sanitation and dry 
ing problem and SAVES UP TO 85% 
OF YOUR WASHROOM COSTS! 


NEW FASTER-DRYING FEATURES! 


@ New faster-drying heating element! 

@ New smaller, oval norzle produces more 
concentrated stream of air! 

@ Instant starting push-button switch with 
automatic shut off! 

All Sani-Dri Electric Dryers ore GUARAN 

TEED, and have carried the Underwriter's 

Seal of Approval for over 18 years! 


New Srochure! 


Shows all Sani-Dri hand 
and hair dryer models with 
new high-speed drying fea 
plus installation 
Write today! 


tures 
pictures 





Manufacturers of Stools, Table Bases and 


Costumers for Restaurants and Soda Fountains 


Distributors cipol Cities 


The Chicago Hardware Foundry Co. 


Dependable Since 1897 


4132 Commonwealth Ave 
NORTH CHICAGO, ILLINOIS 


NEWS... 


Voluntary Admissions 
Favored by Mental Hospitals, 
Council Report Reveals 

New YoOrK.—A 
trend in the 


growing national 
field of emotional health 
is the use of voluntary commitments for 
mental hospitals 

Because 


preventive psychotherapy ts 


eliminating the stigma surrounding 
mental hospitals, 10 states within the 
last 12 


voluntary 


years have enacted laws for 


admissions and 40 states have 
laws providing for such Commitments, 
a law ts 


although the actual use of such 


limited in most states, according to a 
recent comprehensive report. The re 


Mental Health Pro 


Stares was 


port, entitled “The 
Forty-E:ght 
Crihtield, direc 


grams of the 
prepared by Brevard I 
tor of research for the Council of State 


Governments. It states 


Voluntary hospitalization saves time 


and money for the states and embarrass 


} 


ment for the patient and it tends to re 


length of stay in the hospital 


Voluntary admission procedures should 


be provided in all states and should be 


used extensively 


New 
Illinois and Ohio, are 


more 


states, Jersey, California 
among those in 
which voluntary commitments are high 
the report showed 

There is no 
sirability of 
declared Dr 
ical director of the National Association 
for Mental Health If one thinks of 


the mental hospital as a kind of safe- 


} ’ ] 
question about the de 


voluntary commitments, 


George S. Stevenson, med 


guarding of the public, then one de 


entirely on court Commitments, 
thinks of it 


help ill people, one 


pends 
but if one is a hospital 
advocates voluntary 
commitments 

One 


those who 


dificulty which arises 1s that 


know they need help often 


cannot obtain the best treatment for it 


in state systems because many of them 


ire set p t help only those who are 


very ill. Nevertheless, a short stay can 


be more beneficial than it is if the per- 


son who is brought tn fights treatment, 


syirh ite la; 
Ithorities explain 


According to the Council of State 


Governments report, overcrowding is 


the most riment to 


About 43 per 


serious patient 


comfort and well-being 


cent of the mental hospitals replying to 


a questionnaire representing 94 per 
cent of the nation’s mental hospitals ) 
repr rted 
per cent 
Ala., had the 


tions, 109 per cent 


overcrowding in excess of 20 
Hospital 


most overcrow ded ce yndi 


Bryce T uscaloosa, 


over Capacity 








MONTEFIORE 
HOSPITAL 
Pittsburgh, Pa. 
279 beds 


UNIVERSITY 
HOSPITALS 
Iowa City, lowa 
945 beds 


FIFTH AVENUE 
HOSPITAL 

New York, N. Y. 
337 beds 


WOMAN’S 
HOSPITAL 
Detroit, Michigan 
252 beds 


Write us today for complete 
information on any of the fol- 
lowing items: 


TABLE NAPERY 

SHEETS & PILLOW CASES 
BLANKETS 

BEDSPREADS 

FACE & BATH TOWELS 
BATH MATS 

CRASH TOWELS 

BED PADS 

SHOWER CURTAINS 
SCRIM CURTAINS 


+ ALLEY = 


INC. 
“The House of Linens” 


ao & fe te hn tn he he he he 





46 WHITE STREET e NEW YORK 
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Now Auralte-tthich clined weve 


Alumilite-finished 
aluminum clinical ware 
is available in such 
Wear-Ever items as.. 


Gives you all the advantages of 
aluminum plus the hospital- 
perfect finish that... 


eevee eeeesreeceseeees 


BED PAN—The extra thickness of this Wear- 
Ever bed pan resists denting and gives strength 
without the need for a hard-to-clean bead. 
Seamless, strong but light, won't chip or rust. 


A 


The Alumilite* Finish on Wear-Ever Clinical Ware 
results from an electrolytic process developed by 
the Aleoa Aluminum Research Laboratory. This 
process actually changes the surface of aluminum 
alloy chemically, making the Alumilite finish a 
permanent part of the metal—not something 

added to it 
\ Wear-Ever Alumilite Finish is applied for 
both protective and decorative purposes. [t gives 
URINAL—Completely seamless, handles are 


welded, eliminating all crevices. Designed for 


Wear-Ever Aluminum Clinical Ware an extremely 
proper position in use. Flared edges, rio bead. 


hard surface that is highly resistant to abrasion. 
It won't chip, rust or craze: and it won't smudge 
white uniforms or bed linen. At the same time the 
\lumilite Finish gives a soft. silvery sheen that is 


pleasing and decorative. 


THERE ARE OVER 50 WEAR-EVER CLINICAL ITEMS AVAILABLE. 
MAIL THE COUPON TODAY FOR CATALOG AND DETAILS. 


DRESSING JARS—Equipped with perfect 
fitting dome cover with aluminum knob. Use 
for bandages, cotton, swabs, dressings, oint- 
ment, olive oil, etc. Six sizes from % pint to 
8 quarts. 


eee eee we CP OVS EOS SHOES SS SHEDS 66666 O46 SEOd 609 66 060 438 


The Aluminum Cooking Utensil ¢ ompany , 
703 Wear-Fver Bldg... New Kensington, Pa. 


Please send me your catalog of Wear-Ever Aluminum 


Clinical Ware with special Alumilite Finish 
NAME 


Title 


Fill in, « lip to your letterhead and mail today 


| 
& 
*Patented process for producing oxide finishes Leaea wee eee eee ee = ee 
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Surgical Scrub-up 


In your selection of a surgical soap 
you are guided by three basic cri- 
teria: EFFICIENCY thot guarantees 
maximum germicidal effect; MILD- 
NESS that insures the safety of the 
surgeon's hands; ECONOMY that 
keeps the cost within your budget 


SOF TASILK rons 571 
wo G-11... 


meets —and surpasses—all these re- 
quirements. Wash basin and glove 
tests have clearly demonstrated its 
effectiveness. It reduces scrub-up 
time from 10 or 15 minutes to 3 min- 
utes. NOTHING IS MILDER IN USE. 
And its price is so low that it can— 
and is—used throughout many hos- 
pitals, in kitchens, employee's wash 


rooms, etc. 


Send for Informative 
Service Bulletin 
See for yourself the whole story of 
Softasilk Formula 571 with G-ll, 
including test data and bibliogra- 
phy of supporting studies. Send for 
your free copy today 


The original Softasilk Formula 571, 
without G-II, is also available 


The GERSON-STEWART Cap 


LISBON ROAD CLEVELAND ONI0 


NEWS... 


Montefiore Hospital Opens 

Expanded Dental Clinic 
New York CIty 

posium at Montefiore Hospital here on 


A scientific sym- 


the cause and nature of dental caries 
also marked the opening of a new den 
tal clinic at the hospital 
Two visiting British research investi 
tors, Prot. Edgar B. Manley and Dr 
J. L. Hardwick of the University. of 
Birmingham and Birmingham Dental 
School in England, presented a paper 
on “Caries A) Physico-Chemical and 
Histological Approach.” They declare 
that their investigations indicate that 
caries result from a combined action of 
chemical and bacterial factors on the 
rganic structure of teeth. Their con 
clusions were largely based on evidence 
resulting from newly developed mi 
croscopic technic of studying the histol 
ogy of teeth, for which Professor Man 
ley recently received the John Tomes 
Award, England's highest honor for 
dental research 
The new dental clinic, which will 
expand the dental department services 
ted 30 years wo, is Ne used in 
t-room suite containing — five 
treatment chairs and units, a 
room a recovery room in 
irtment, and complete labora 
y facilities 
staf f four interns and 38 
ing dentists will assist Dr. David 
Fanchester, chief of the dental depart 
in providing more than 7000 
treatments a year to Montefiore’s ward 
nd clinic patients. The facilities 
Iso available to those being cared for 
under Montetiore’s home care and fam 


ily health maintenance plans 


Canadian Hospital Exceeds 

Fund Goal by 15 per Cent 
MONTREAL, CANADA The Royal 

Victori: Hospital 


which had as its original goal, $7,000 


Campaign Fund 


OOO, has succeeded in going over the 
top by 1 per cent, or $8,076489 
The announcement, according to 
report by Harold Crabtree, Avett: 
chairman of the campaign, means that, 
fespite increased building costs, the 
hospital can proceed with its initial 

modernization and expansion plans 
The fund raising campaign will serve 
meet the minimum needs of the 

hospital, which are: (1) erection of a 

new $4,000,000 nine-story building to 


be the center of surgical, laboratory and 


ame 


2 
that 
revolutionized 
an age-old 
hospital 
custom 


FLEX-ST RAW 


FOR USE IN BOTH 
HOT and COLD LIQUIDS 


PATENTS 
ALLOWED 
AND 
PENDING 


l © SAFE 
BOTH ° SANITARY 
| UNWRAPPED 
AND * DISPOSABLE 
INDIVIDUALLY ° NO BREAKAGE 
| WRAPPED 
¢ NO STERILIZING 


ALL PACKING 500 TO BOX 
20 BOXES TO CASE OF 10,000 


distributor—or send your order to 
us for delegation to him. 


| Order today from your Flex-Straw 


| FLEX-STRAW CORPORATION 
CLEVELAND 3, OHIO 


CANADIAN DISTRIBUTORS 
INGRAM & BELL LTD. 
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floors 
feet 


meet 





can be 
clean 


and 





neat 


There’s a practical, low-cost way to minimize wear and tear on 
building floors. Heavy feot traffic leaves no permanent after-effects 
when floors are kept spotless with a Clarke Floor Maintainer. 
Mud, sand and grime vanish when Clarke machines are 
on the job. Operators appreciate their smoothness, ease of 
handling and perfect balance. Purchasing agents appreciate 
their low cost and versatility. The Clarke Floor Maintainer 
scrubs, waxes, polishes, steel wools and sands .. . all with the 
same basic machine. Clarke’s Wet and Dry Vacuum Cleaner is 
needed wherever water, dust and dirt must be picked up. 

For full information on both quality-built, fully 


YL guaranteed machines. Write, wire or phone today 


Porter-Cable floor sanders and edgers are now 
manufactured and distributed by Clarke Sanding 
Machine Company, Sales and service for these 
machines is available through Clarke authorized sales 


representatives and service branches. 
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Clarke 


SANDING MACHINE COMPANY 
523 Clay Street * Muskegon, Michigan 


Authorized Sales Representatives 
and Service Branches in Principal Cities 











ray departments 


ment 

ministracior uildin reorganiza 

’ + ' acte 7 r ALABAMA HOSPITAL ena vate Russe 
on ol ifd 1d more Erskine Hotel, Huntsville, March 14, | 
semiprivate and ibli ird beds, and 

buil : 0 bed psych AMERICAN ASSOCIATION OF MEDICAL REC 
uildin new bed psychi ORD LIBRARIANS. Shoreham Hotel, Washing 


ric Wing the Allan Memorial In ton, D.C., Oct. 13-17 
sao AMERICAN COLLEGE OF HOSPITAL ADMINIS 
rabrree | rat that vrant TRATORS. Fellows’ Seminar. University of Mic 
cogtiraessecage ' ee gan, Ann Arbor, Dec. 5-8 
from government 


$2,400,000, made up of a grant from AMERICAN HOSPITAL ASSOCIATION, Philadel! 


or Age 
the province 1.600.000 phia, Sept. 15-1 


nd Lt grant rom the I Mi nrre il AMERICAN PHY CAL THERAPY ASSOCIATION 
. > vue-Stratford Hote Ph 4 hia Jun 
ot $800,000 Be e , sdeip = 


ONLY Goin 


gives you ALL these advanced features 


Your choice of electric, gas or steam booster 
can be built right into Universal Dishwashing 


Machines. Meets Health Authority requirements. 


Your choice of Requires no extra plumbing. Saves installation 


My in we 


cost. 





®@ STATIONARY WASH 
@ REVOLVING WASH 
You get the BEST woter 


pattern for your 
washing job. 





Your choice of 


29 MODELS 


FOR EVERY 
DISHWASHING 
NEED 


You Pay No 
More — But You Get 
More Value when you 
install a 


COMMERCIAL TYPE 
DISHWASHING MACHINE 
Made By World's Largest 
Exclusive Producer of 


Dish, Glass and Sil- . 
ver Washing Write for complete catalog 


Machines. 


today — 


bens ~~. 
(ELE ASR, 


UNIERS 
DISHWASHING MACHINERY CO. Nema TAY 
ses 


49 WINDSOR PLACE, NUTLEY 10, NEW JERSEY 


a alga rg eden gr tage COMING MEETINGS 


ARKANSAS HOSPITAL ASSOCIATION, Arlington 
Hotel, Hot Springs, May 5-6 


ASSOCIATION OF WESTERN HOSPITALS, San 
Francisco, May 12-1 


BLUE CROSS-BLUE SHIELD ANNUAL CONFER 
ENCE, Fairmont and Mark Hopkins hotels, San 
Francisco, March 31-Apr 3 


CAROLINAS-VIRGINIAS HOSPITAL CONFER 
CE, Hotel Roanoke, Roanoke, Va April 
24-25 


CATHOLIC HOSPITAL ASSOCIATION, Cleve 
and, May 26-29 


CATHOLIC SCHOOLS OF NURSING, Publi 
Auditorium, Cleveland, May 24, 25 


CONNECTICUT HOSPITAL ASSOCIATION, Audi 
torium, Southern New England Telephone Co 
New Haven, May 20 


ILLINOIS HOSPITAL ASSOCIATION, Abraham 
Lincoln Hotel, Springfield, Nov. 20, 2! 


INTERNATIONAL CONGRESS ON MEDICAL 
RECORDS, London, England, Sept. 7-12 


IOWA HOSPITAL ASSOCIATION, Kirkwood Ho 
tel, Des Moines, April 


LOUISIANA HOSPITAL ure bhi Bentley 
Hotel, Alexandria, March 


KENTUCKY HOSPITAL ASSOCIATION, Seelbach 
Hotel, Louisville, March 25-27 


MARYLAND—DISTRICT OF COLUMBIA—DELA 
WARE HOSPITAL ASSOCIATION, Hotel du 
Pont, Wilmington, Del., Nov. 10, II 


MICHIGAN HOSPITAL ASSOCIATION, Statler 
Hotel, Detroit, Nov. 9-11 


MIDDLE ATLANTIC HOSPITAL ASSEMBLY, Con 
vention Hall, Atlantic City, N.J.. May 21-23 


MID-WEST HOSPITAL ASSOCIATION, President 
Hotel and Municipal Auditorium, Kansas City 
Mo., April 23-25 


MINNESOTA STATE MEDICAL ASSOCIATION 
Minneapolis Auditorium, Minneapolis, May 26-28 


MISSISSIPPI! HOSPITAL 2 ae Heide 
berg Hotel, Jackson, Oct 


NATIONAL EXECUTIVE HOUSEKEEPERS ASSO 
CIATION, Rice Hotel, Houston, Tex May 
21-24 


NEW ENGLAND HOSPITAL ASSEMBLY, Statler 
Hotel, Boston, March 24-26 


NEW JERSEY HOSPITAL ASSOCIATION, Con 
vention Hall, Atlantic City, May 21-23 


NEW YORK STATE ASSOCIATION OF MEDICAL 
RECORDS LIBRARIANS, Hote! Syracuse, Syra 
cuse, June I1-13 


NEW YORK STATE DIETETIC ASSOCIATION 
Hotel Seneca. Rochester, Apri! 24 25 


NORTH DAKOTA HOSPITAL ASSOCIATION 
Dakota Hotel, Grand Forks, April | 

OHIO HOSPITAL ASSOCIATION Cleveland 
Hotel, Cleveland, March 3!-April 3 

RHODE ISLAND HOSPITAL 1. een 
Miriam Hospital, Providence, Dec. 13 


SOUTHEASTERN i CONFERENCE, At 
anta, Ga., April 16 


TENNESSEE HOSPITAL ae Peabody 
Hotel, Memphis, May 


TEXAS HOSPITAL ASSOCIATION, Shamrock Hote 
Houston, May 20-22 


TRI-STATE HOSPITAL ASSEMBLY, Palmer House 
Chicago, April 28-30 

UPPER MID-WEST HOSPITAL CONFERENCE 
Lowry and St. Paul Hotels, St. Paul, May 14-16 


WEST VIRGINIA HOSPITAL ASSOCIATION, Ro 
anoke Hotel, Roanoke, April 24 
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Break that bottle neck! 


bottle neck caused by lack of soft 

water. You can have all the soft 
water you need for laundry washing 
and rinsing, for boiler feed, cleaning, 
and all those other services where 
hard water and scale formation cause 
trouble. There are two ways to do it: 
(1) If you are putting up with hard 
water, or if your present water soft- 
ener has served its time, get an Elgin 
water softener of ‘“Double-Check” 
design. It will deliver as much as 
44% more soft water than conven- 
tional softeners of equal size, as illus- 
trated in the diagrams. (2) If your 
present water softener is still in good 
condition, but is not giving you the 
soft water you need, we can increase 
its zeolite softening capacity as much 
as 44% by means of the ingenious 
“Double-Check"” manifold arrange- 


I an easy matter to break the 


ment. And by refilling it with new 
Elgin high capacity zeolite we can 
further increase its soft water output 
3 to 10 times. 

Whether you break that bottleneck 
with the improved Elgin Water 
Softener or by reconditioning your 
present softener the Elgin way, you'll 
get all the soft water you need for 
every requirement. The cost will be 
repaid quickly through reduced soap 
and laundry supplies, better launder- 
ing, more efficient operation and 
longer life from boilers and heaters, 
reduced piping maintenance, easier 
cleaning and happier personnel. This 
has been proved by thousands of 
installations. 

Our nearest district engineer will 
be glad to give you complete details. 
Or write for our bulletin which gives 
all the facts. 


ELGIN SOFTENER CORPORATION 
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144 N. GROVE AVENUE, ELGIN, ILLINOIS 


Representatives in Principal Cities 


The “Double-Check” design of 
this Elgin softener gives you the 


basic advantages diagrammed 
opposite, 


Here’s how it’s done 
By preventing zeolite loss, the Elgin 
“Double-Check” water softener mani- 
fold arrangement permits the use of 
a@ deeper zeolite bed and utilizes the 
zeolite more efficiently. Net result is 
up to 44% more soft water per 
regeneration 


44% MORE 
ZEOLITE 
ait 4 
CAPACITY 
a 


LIMITED 
ZEOLITE 
CAPACITY 


TT 








ELGIN 
DESIGN 


ORDINARY 
DESIGN 


Same size units; same type zeolite 


GET THE FACTS 
WRITE FOR 
BULLETIN 609 





NEWS... 


Hospitals’ Immunity From 
Liability Suits Vanishing, 
Chicago Attorney Declares 


so-called trust fund 


T he 


limiting 


CHK 


foctrine 


AGO 
char 


luding hospitals, for 


the liability of 
table institutions, in 
negligence of employes ts becoming 
John D. DeFeo 


law firm of 


thing of the past 


member of the Chicago 


Porter Bentley, declared 
DeFe 


Tort 


ind 
Mr 


subject 


Cassels 


here recently presented 


paper on the Liability 


of Charities’ at a meeting of the Society 
It would appear 


liability 


ot Trial Lawyers here 


that the qualified or limited 


rule will be a thing of the past, and 


that we are headed tor unqualified lia 
Mr 


Viewing a 


bility, DeFeo concluded after re 


number of recent court 


lecisions on the subject 


In a recent decision, the Illinois 


Supreme Court stated 


We are of the 


exemption or immunity which has been 


opinion that the 


attorded charitable institution should 


GET RID 
OF FOOD WASTE 


Eliminate the principal source of rats, flies and 
bacteria .. . Prevent loss of tableware and dishes 


For Details Write 


Most Modern, Scientific, Sanitary 
Method for disposing of waste foods 


at greatly reduced costs 


@ 50 gal. 
hopper 

@ Handles up to a ton an 
hour 

@ Eliminates unsanitary 
cans 

@ Uses unskilled labor 


stainless steel 


You'll save money by dis- 
posing of all your food 
waste right on the prem- 
isesasitaccumulates. Elim 
inate all cans and costly 
hauling charges The 
‘Garbridder” handles 
everything, even up to big 
knuckle bones Justturn 
onthe water and start feed 
into the ham 


ing retuse 
the machine 


mermill 
does all the rest 


ARNOLD HUGHES COMPANY 


765 PENOBSCOT BLDG 
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DETROIT 26, MICHIGAN 


yo no further than to protect its trust 


tunds from being taken to satisfy its 


liability for the tortious acts of its 


agents or servants,’ Mr. DeFeo reported 


In a similar decision, the supreme court 


of Tennessee several years ago ruled 


that “exemption and protection afforded 


to a charitable institution is not im 


munity from suit, not nonliabiliry for 


i tort, but the protection actually given 
to the trust funds themselves,’ the 
speaker added 

Mr. DeFeo said 
munity of charitable 
of McDonald 
Hi spital 


\trer finding that che 


the doctrine of im 


trusts originated 


in the case the Massa 


chusetts General which was 


decided in 1876 


detendant was a public charitable in 


stitution, he reported, the court held 


that the institution was not liable in an 


action for injury for the negligence of 
the charity has exer 


its servant where 


cised due care in the selection of its 


agents 


Doctors Assist in Framing 
Policy at Jewish Hospital 
GLEN OAKs, N.Y A 


doctors have accepted the invitation ot 


number ot 


the board of trustees of the proposed 
new Long Island Jewish Hospital here 
to offer advice and guidance on medi 
cal statt policy 

serve the 


athliate of 


The hospital, to Queens 
Nassau-Suffolk 
the Federation of Jewish Philanthropies 


ot Ne Ww York 


of the members of its medical staff and 


area is an 
It expects to draw most 


organization from the local area 
Among the medical authorities who 
have addressed the board of trustees 
are: Dr. Henry Feinberg, president of 
the Queens County Medical Society; Dr 
Arthur Fischl, 
society; Dr. Morris Hinenberg, medical 


consultant to the Federation of Jewish 


past president of the 


Philanthropies and past executive direc 
tor of the Jewish Hospital of Brooklyn 
and Dr. Malcolm T. MacEachern of 
Chicago, director of professional rela 
tions of the American Hospital Associa 
tion 

Appointments, Dr. MacEach- 
ern, “should not be limited to diplomates 
He recommended 


said 


and fellows of boards 
strongly that the board of trustees, after 
selecting a trustworthy basic medical 
staff for the hospital, work in close 
conjunction with the staff, seeking ad- 
vice from it on new appointments and 
otherwise consulting with it whenever 


teasible 
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FOR MAXIMUM COMFORT AND ABSORBENT CAPACITY 
fs CAROLINA 


for all hospital uses 


Canons Sanirary Napkins, made by 
specialists in cotton, prov ide unequalled comfort 
and absorbent capacity for all hospital uses 

These napkins are all cotton, specially treated 
to provide the downy-soft comfort and absence 
of chafing and irritation so necessary in surgical 
or obstetrical cases. Each cotton napkin is 
enclosed in a strong, tubular knitted stockinette 
jacket, which is not merely a wrap-around cover 
but entirely encloses the cotton. 

Carolina Sanitary Napkins do not shrink or 


become brittle when sterilized. Actually heat 





makes them bigger and fluffier. And to give 
maximum absorbency and quicker, longer 
protection, the center of each pad contains a 
specially designed cellulose filler. 

Try Carolina Sanitary Napkins for greater 
patient comfort—and lower costs in your hospital. 
Provided in three standard sizes. Banded in 
dozens— 100 dozen per carton. If vou are not 
using Carolina Sanitary Napkins now, ask the 
Carolina representative or write for samples and 


further information. 


CAROLINA ABSORBENT COTTON CO. 


(Division of Barnhardt Mfg. Co.) 


CHARLOTTE, N.C. 


Other 
Carolina 
Products 


Absorbent cotton ii Hospital , a 
Supplies 





FOR ALL YOUR GARMENT NEEDS 


CAROLINA-MAID 


Carolina’s Complete Line of Hospital Apparel 


Caps and masks ©°® Binders and accessories 


Gowns for patients, surgeons, residents, nurses 


CAROLINA-MIALD is made for service 2.2. made to wear like iron for 
months on end. Only the finest-quality fabrics are used fabries that are 


soft. for comfort. but rugged and strong for a long and rip-proof lite 


Hospital executives who are cost-conscious as who isn't. nowadays +? 


—will appreciate these practical features of the Carolina-Maid line 


Made from specially selected fabrics 
Every stress point is bar tacked 
All joining seams are 2-needle stitched 


Tie tapes are securely bar tacked 


Y 


Twill tape reinforcement is stitched to every yoke « 


before the yoke is stitched to the garment ; 


Hems are double turned and lock stitched n 


All garments are generously cut to 
full size from well-designed functional 
patterns to provide roomy, comfort- 
able fit and neat, trim appearance 


Send for our Catalog and Price 
list of Hospital Garments and 
Accessories. Also Catalog 101 
our Infants’ and Children’s Line 


CHARLOTTE 1,NORTH CAROLINA AROLA 
CAs 


¢f Hospital Y 


OTTON SINCE 1900 *u_ 
(-- Supplies ; 
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Veterans’ Administration Hospital, Brooklyn, N. Y. 


WHY 1000 BED HOSPITAL RELIES 
ON 13 WESTINGHOUSE ELEVATORS 


The standards of reliability and trouble-free performance for 
hospital elevators must be high. That’s why more and more big 
installations like this are relying on elevators made expressly 
for hospital service. 

And that’s where Westinghouse Hospital Elevator engineer- 
ing and installation experience comes into the picture. For 
this 1000 bed, 16 floor Hospital, Westinghouse installed 13 
elevators of various speeds and sizes. They handle pas- 
senger, staff and equipment inter-floor movement safely, 
smoothly, dependably—and have lived up to every expectation 


Vol. 78, No. 3, March 1952 


of service. Reason? Because Westinghouse designed and in- 


stalled them for hospital service. 


For full information on how Westinghouse Hospital Elevators 
can inprove your hospital's efficiency, send fer our informative 
booklet, ‘Hospital Highways.’ Learn why Westinghouse is in 
demand with hospitals requiring superior service. Write 
Westinghouse Electric Corp., Ele- 
vator Division, Department K, 


Jersey City, New Jersey. 


5 98627 
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LIFETIME SERVICE 


We wouldn't go so far as to say KYS-ITE 
Serving Trays and Tableware will last for- 
ever. But they're almost indestructible 
KYS-ITE has up to five times the strength 
of other plastics... can’t shatter, tough to 
chip or crack. The beautiful, mirror-like finish 
never wears off...it’s integral with the 
material itself. Best of all, KYS-ITE is wash- 
safe ... can be boiled, sterilized indefinitely 
without warping or dimming its lustre 


if you want trays and tableware that 
will stand up and smile under the tough- 
est hospital routine, better check up on 
KYS-ITE. Mail the coupon for prompt 
information 


See! 


KYS-ITE Serving Trays * Tableware 


CHI-NET 
Molded 
Paper Plates 
and Dishes 


are grease-resistant 
strong, good-looking 
Sanitary, quiet, easy 
for employees and 
potients to handle 
eliminate dish 
washing. Mail cou 
pon today 
uy : — 
Why not investigate the advantages of dis- 
posable tableware for your food service? 





—\ KEYES FIBRE SALES CORP., Dept. JJ, 
420 Lexington Ave., New York 17,N.Y 


i o2 bl Oa bla 
4 4k information c 
. Lon 2 


KYS-ITE Tableware 
KYS-ITE Trays 
HI-NET Plates and Dishes 
Name 
Name of Hospit 
Address 
City 


My wholesaler 
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NEWS... 


N. Y. “Bulletin” Reviews 
Decline in Length of Stay 
Between 1940 and 1950 
New YORK 
of Greater New York reported in 


The Hospital Council 
one 


of its recent bulletins that one of the 


major developments in hospital care in 
recent years is a decline in the length 
of stay of patients in general hospitals 

Chiefly responsible for this decline are 
the antibiotic 


{rugs, early ambulation after surgery and 


medical advances, such as 


childbirth, and the prophylactic use of 
The 


years, with resulting increase in demand 


blood high birth rate of recent 


for obstetrical beds, also has made for 


much earlier discharge of maternity & E-Z ROLL WHEELS 


patients 
COMPARES WITH U.S 
In New York City the 


length of stay in 


decline in tn 
iverage { general 
pitals of all types was somewhat 
than that reported by the Journal 

t Medical Assoctation tor the 
United States. The U.S. sta 


Y days in 1940 


ISTICS 
showed a decline from | 


days in 1950, whereas tn th 


hospit ils 


general municipal 


ind proprietary combined—the 
length of stay declined trom | 
in 1940 to 11.8 da 1 L950 

At le ist 


the Experience « t the 


New York City 


difference 
tween venerai ! 


pitals in ind in tl 


All portable hospital equip- 
is accounte 


f nana ty al ment must function with 
( occuy incy in the 


faultless precision. Casters 
that are stubborn, that stick 
and bind, may prove most 
costly in more ways than 
one — may prove even dan- 


gerous to the patient's life. 


creasc 
idmissions isually associated with 
New 


considera 


Finally 


for general 


The Book Is Yours; 
For the Asking! 


nyt f stay in volu 
New York City 


for volun- 


DARNELL CORP. LTD 
LONG BEACH 4. CALIFORNIA 


pit ls in 
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yatients in mu 
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general the city re 


hospitals in 
iverage of 16.8 days as 


6 days for all municipal gen 


tals in the United States; and 
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She Df fat 
General Hospital | 
... another 


BUFFALO, NEW YORK : 
new hospital 
addition 


furnished with 


HARD 


The name of 
Quality 


in hospital furniture 








(f? ‘ ' . 
Dy FFALONIANS are proud of the Buffalo General 


Hospital and of its new $4,500,000 wing. Hard 
is equally proud that 





Manufacturing Company 
Life-Long bedroom furniture and equipment is 
facilities. The Buffalo General Hospital’s 
Each year thousands of patients will derive added new wing is equipped with 
comfort and convenience from these hospital prod- HARD —- following 
ife-Long products: 


being used in furnishing these new 


ucts that are built to give years and years of service. 

i 86 Semi-Private Rooms 
Bedside Cabinets with Drop 
Leaf Attachment 
Beds, Straight Chairs, Lounge Chairs 
TG Gatch Springs 
Life-Long “12” Mattresses 


HAR Other HARD Life-Long products 
MANUFACTURING C0. Buftalo General Hospital are: 


Sold exclusively through hospital supply dealers. 





Founded 1876 Dressers, Chiffoniers, Screens 
Overbed Tables, Arm Chairs, Cribs 
Beds and Bedding 








117 TONAWANDA STREET, BUFFALO 7, N. Y. 
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NEWS... 


in the citys proprietary veneral hospitals 


the average stay was 7.4 days compared 


with 5.9 days for such institutions in rhe 
national picture 
General care patients discharged trom 


voluntary hospitals remained an average 


of 10.9 days, from municipal hospitals 
6.4 days, and from proprietary hospitals 
6.6 days 

The longest average length of stay on 
general care services is in the municipal 
hospitals which are intended primarily 
indigent, the inter 


tor the medically 


mediate length of stay ts in the voluntary 
general hospitals where three types of 


patient accommodation—private, semi 


private and ward—are available; and the 


shortest average length of stay of gen 


eral care patients was in the proprietary 
hospitals which serve patients who pay 
tor their care 


In 1950, the average length of stay 


ot general care patients in the various 


luntary hospital accommodations 


were private, 11.1 days, semiprivate 


9 3 days; and ward, | 





of the beautiful things a 


is the 


One 


ture way it stays “young” 


of service. Time 
and luxurious comfort 
approac h te 
sectional 


installations is our 


your reception room 
chair 


bout Royal furni 
through years 
hardly touches its smart looks 
Typi al of this practi al 
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series in 


hand-ftinished Royal Satin Chrome and sturdy 


Arrange them 


individually 


square tubing 


around corners, 


always reflect your excellent taste 


Roya 


jor over ji 


settee 


fashion, 


Royal sectionals 


ROYAL METAL MANUFACTURING COMPANY 


175 North Michigan Avenue, Dept. 93 
New York * los Angeles 
Warren, Pennsylvania °* Preston 
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Need 60,000 Practical 
Nurses, According to Report 
of National Association 

New YORK 
viewing a decade of 
tor 


In a special report re 
the Na 
Nurse 


(rain- 


ACTIVITIES, 
Association Practical 
Education urged 


ing of 60,000 practical nurses to 


tional 


the immediate 


help 


ease the nation’s serious nursing short 


age 
In the there are 


180 


tace of this need, 


now only 7000 students attending 
accredited schools of practical nursing 
Hilda M. Tor 
director of associa 

Although 
increase in the 
last 10 


700 


throughout the country 
rop, 
con 


executive the 


disclosed there has 


been a tremendous 


number of such schools in the 


increase of more than 
1941 


ing centers must be established without 


years——an 


per cent since many more train 
delay 

Miss Torrop reported that the U.S 
Othce of Education 


practical nursing as an important Career 


today recognizes 


tor women. Training for this field ts 


included in its vocational educa 


addition, 


now 
mon program In local boards 


of education all over the country alse 
are including practical nurse training as 
part of their vocational programs 

The there 


now 


report estimated that are 


appre ximately 400,000 women em 
ployed as practical nurses in the United 
Ot a comparatively 
proportion had 


approved 


States these, only 


the benefir 


sch 


small has 


ol training in an ool, which 
year 


Miss Torrop 


generally takes about one 


This is due to the fact, 


said, “that until the association started 


its Campaign to raise the standards of 


practical nurse education, there was no 
public or private, that 1 


agency, passed 
the 


on the competence of schools or 
the teachers.” 

The periodic 

j 


survey visits to schools on its approved 
main 


association now makes 


lists to see that standards are 


‘ 
t 
tained. It also helps new schools or 


ganize and acts as adviser to both pri 


vate and governmental sponsors of 
practical nursing schools 

One of important 
cited in the review is 
are becoming aware of the need for 


Ten years 


the most gains 


that more states 
legislation 


practical nurse 
there was little 


ago, said Miss Torrop, 
control exercised by the various states 
Now, every year, additional states are 
passing practical nurse licensing laws, 
and in the wake of these 
higher standards for 
training.” 


laws come 


practical nurse 
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SURGICAL CLEANSER 


FOR 


¢ METAL 
° GLASS 
¢ RUBBER 


WILL, ROSS, ING 


AUKEE, wiscon? 


— 
EE — 


AREX quickly and completely disengages tissue, dissolves 
dried blood, plasma, serums..- .- leaves instruments and 
glassware spotless. Easy, too... simply soak, rinse, and dry. 
AREX leaves no scum, film, or residue. Non-toxic and milder 
than a fine facial soap. Contains rust- and sneeze-inhibitants. 
Is colored light blue so it cannot be confused with other 
chemicals. Ask your Will Ross, Inc. man about AREX soon. 

AREX comes in 5-pound, moistureproof fiber cans ..- - 
including handy measuring glass Economical: one can 
makes 80 gallons of solution. 


INC. MILWAUKEE, WISCONSIN © COHOES, NEW YORK 


: gawatortum EQUIPMENT AND Supp, ,,, 


wospitat: * 





A guarantee 
that means 
savings for you... 


Ot 
Sm 
... because the Pequot PLUS-SERVICE label plainly states 
that these sheets and pillowcases exceed all government 
standards for heavy duty muslin, the longest wearing of 
their type on the market. Furthermore, this guarantee 
takes on added meaning because the United States Testing 
Company tests PLUS-SERVICE for strength and wear— 
every month in the year, and only grants its seal of approval 


if PLUS-SERVICE passes its rigid performance tests. 


Your patients will enjoy greater comfort because the soft, 
smooth yarns used in Pequot PLUS-SERVICE sheets and 
pillowcases feel better to the touch and are highly mois- 


ture absorbent! 


Wear ...Comfort... Economy... Pequot PLUS-SERVICE sheets 


and pillowcases are tops for all three! 


PEQUOT MILLS 


General Sales Office: Empire State Building, New York 1, N. Y. 
Boston * Chicago * Dallas + Philadelphia * San Francisco 
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trative internship with the Kellogg 
Foundation. He is a member ot the 
American Hospital Association and a 
nominee of the American College ot 
Hospital Administrators. 

Jose A. Llavina, a 1947 graduate ot 
the class in hospital administration at 
the School of Public Health, Columbia 
University has been made administrator 
of the San Juan City Hospital, San Juan, 
Puerto Rico. Mr. Llavina was tormerly 
director of the Fajardo Charity District 
Hospital at Fajardo, Puerto Rico. 

Leo J. Weaver has resigned as chief 
accountant at the Lewistown Hospital, 
Lewistown, Pa., to accept the post of ad 
ministrator of the Adrian Hospital at 
Punxsutawney, Pa 

Rodney W. Hemsworth has been 
named administrator of Norways Foun 
dation Hospital. He was administrative 
assistant of the general hospital division 
ot the Medical Center at Jersey City, 
N.J., for three years, and previous to 
that he was with the University ot 
Minnesota Hospitals tor six years. Mr. 
Hemsworth, who received his master of 
hospital administration degree from the 
University of Minnesota, is a nominec¢ 
of the American College of Hospital Ad 
ministrators. He also is a hospital ad 
ministrative officer in the U.S. Air Force 
Reserve 

Lucetta K. Rose has resigned as super 
intendent of Suburban General Hospital, 
Bellevue, Pa. Her successor in_ the 
superintendency is John B. Mallon. 

Dr. George O. Pratt, presently man 
ager ot the Veterans Administration 
Hospital at Manchester, N.H., has been 
ippointed manager of the V.A. hospital 
in Brooklyn, N.Y. Dr. Pratt succeeds 
Dr. Linus A. Zink, whose transfer to 
the V.A.’s Mount Alto Hospital in 
Washington, D.C., was reported in the 
February issue of The MODERN Hos 
PITAI 

Donald A. Heron has been named 
uusiness manager and assistant admin 
strator of Holzer Hospital, Gallipolis 
Ohio. He formerly was controller at 
Springfield City Hospital, Springheld, 
Ohio, and prior to that at Montetior« 
Hospital, Pittsburgh. Mr. Heron 1s a 
personal member of the American Hos 
pital Association and a past president ot 
the Southwestern Pennsylvania Account 
ants Association. 


Ruth Kimball has succeeded Jane E. 
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ARNCO 

CUBICLES 
WILL GIVE YOU 
“EXTRA” ROOMS! 


Now Available 
in Non-Peeling 











INSURE COMPLETE PRIVACY . . . INCREASE BED CAPACITY. With ARNco Cubicle 


ALUMILITE FINISH Equipment, designed and built for hospitals exclusively, ward space 
becomes a series of “private” rooms and bed capacity of semi-private 
rooms is increased without any expensive additions or alterations. 


STRONG, LIGHT, ECONOMICAL—since all “PRE-FAB’’ CONSTRUCTION reduces in- 
parts, tubing, corner bends and fit- stallation time to a minimum... 
tings are made of aluminum, with no “on the job” fitting required. 
Alumilite finish ...a hard, smooth All rod measuring, cutting, thread- 
finish that won't peel, is highly re- ing, boring, etc., as well as curtain 
sistant to abrasive wear and at- tailoring is completed in the ARNCO 
plant before shipment. They’re 


mospheric corrosion. 
really “custom-made”. 





NEW! ARNCO ALUMINUM COAT & HAT RACK 


In non-peeling alumilite finish. Low priced. Strong, eco- 
nomical and easy to install. Write for detailed literature. 


Curtain 











for Hospitals”. 


QUIET OPERATION, NEAT APPEARANCE— 
The ARNCO plastic roller hooks, to 
which the curtains are attached, 
roll back and forth on tracks of 
Alumilited seamless aluminum 
tubing, without catching or bend- 
ing. They move quietly and with 
perfect ease of operation. 


ALL CONNECTIONS 
THREADED . . . no special 
tools are needed. 
Threaded connections 
provide extra strength 
and concealed screw 
bushings insure the 
making of flush hair 
line joints. 


The ARNCO corner bend 
construction is illus- 


Send for a copy of 2 
our illustrated bro- trated at the left. Note 


chure, ‘“‘ARNCO the arrowheads which 
Cubicles indicate the threaded 


joints. 


A. R. NELSON CO., INC. 210 EAST 40th ST., NEW YORK 16, N.Y. 





Vol. 78, No. 3, March 1952 








Wrieden as administrator of the Salva- Memorial Hospital, Chicago, has been 
tion Army Door-ot-Hope Home and appointed assistant administrator of the 
Hospital at Jersey City, N.J. Major Kim- Madison General Hospital, Madison, 


ball was transterred trom a similar ine Wous. Prior to the beginning otf his resi 


Mr 


pro 


stitution in Pittsburgh and Major Wrie- dency at Passavant last’ summer 
den was transterred to the Booth Me Haskins completed the graduate 


norial Hospital in Cleveland gram in hospital administration at North 


Rhea C. Ackerman has beet western University and will receive his 


pointed issistant) administrator I master s rec next June Ele uso 1s 


ton Hospital, Taunton, Mass ot the Alexian) Brothers 
to 1950) Miss Ackerman was SS ) t Nursing and served with the 


Children’s ospt in army medical corps mn the Pacific theater 


ridmuinistrator at 


Los Angeles. , 
Robert Haskins, who been ser Dr. Kenneth W. Chapman 


to 1946. 


his admunustrative pormte nedical officer 


CINCINNATI 


something old « something new 
in canny hospital improvement 


@ Not only are the workers more comfortable in the dish-washing 
department at Christ Hospital, Cincinnati, since the modernization 

. the director of dietetics and controller point with pride to the 
new high in sanitation and efficiency . . . the improvement cost will 
be wiped out in three and a half years by savings in labor and 


dish-washing compound. 


@ Although installed over 20 years ago, with a few modifications 
to fit the new model machines, the Van equipment is good for at 
least another 20 years or more, as the illustration depicts. 


@ Investigation might show you that replacements or modifications 
in your kitchen and service operations would improve efficiency, 
worker morale, and pay for themselves. Van would like to help you. 


She John Van Range © 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 


0 VISION OF THE EDWARDS MANUFACTURING CO, 





Branches in Principal Cities 
401-407 EGGLESTON AVENUE CINCINNATI 2, OHIO 





the U.S. Public Health Service Hospital, 
Lexington, Ky. Dr. Chapman succeeds 
Dr. Victor H. Vogel, who now 1s as 
signed to the American Embassy in 
Paris, France, as medical othcer in 
charge of the U.S. Public Health Serv 
ice’s foreign quarantine activities. In his 
new post, Dr. Chapman will be respon 
sible tor the management and operation 
of a 1400 bed hospital. the service's 
largest. Dr. Chapman, a psychiatrist. ts 
i tellow ot the American College ot 
Physicians and a member ot the Ameri 
can Psychiatric Association. He 1s cert 
hed by the (American Board ot Psy 
chiatry 

Thomas J. Golden, administrative di 
I of the Medical Center ot Jersey 
Ciy, NJ. retrred February | Mr 
Golden served as secretary ot the New 
Jersev Hospital Association trom = 1927 
to 1929 and then tor 19 vears, unt 
1948. as treasurer 

Samuel E. Stewart, who was tor 
inerly associated with the Chambersburg 
Hospital, Chambersburg, Pa.. has been 
named administrator of the Muncy Val 
ley Hospital, Muncy, Pa 

Ernest H. Stewart has been appointed 
idministrator of the Sister Kenny Polio 
Hospital at El Monte, Calif. Mr. Stewart 
formerly operated five hospitals in 
Wyoming tor the Lutheran Hospital and 
Ilomes Society. He 1s vice president of 
the Wyoming Hospital Association and 
i trustee of Blue Cross in that area. He 
ilsko is a member of the American Hos 
pita \ssociation 

Sister M. Jeanette 1s the new adminis 

ot St. Michael Hospital, Milwau 


Frederick C. Sage, tormerly adminis 
trator of Concord Community Hospital, 
Concord, Calif., is now assistant admin 
istrator of the Methodist Hospital of 
Southern California, Los Angeles. Mr 
Sage is a 1950 graduat ot the class in 
hospital administration trom Columbia 
University’s School of Public Health 

Carl R. Baum, who has been associated 
with Children’s Hospital ot Buffalo, 
N.Y.. as business manager since Decem 
ber 1948, has been named assistant di 
rector of the institution. Betore joining 
the Children’s Hospital staff Mr. Baum 
was office manager of the Hospital Ser 
ice Corporation of Western New York 

Joseph A. Williamson has been ap 
pointed director of Hunterdon County 
Medical Center, Flemington, N.J. Fol 
lowing his graduation in 1949 from the 
class in hospital administration at Co 
lumbia University’s School of Publi 
Health, Mr. Williamson served as assist 
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gallons 


OF WATER A MINUTE GUARANTEES THE 


WEATHER-TIGHTNESS OF 


Adlake 


at 





During the water test, which is only one of the 
rugged tests that ADLAKE Aluminum Windows 
must pass, 500 gallons per minute are played 
upon the window. This actually goes beyond 
the air infiltration test of the A.W.M.A. at 
the Pittsburgh Testing Laboratory. 


ADLAKE'S exclusive combination of woven-pile 
weather stripping with patented serrated 
guides forms a perfect weather seal. What’s 
more, tests prove that ADLAKE’s famous 
finger-tip control continues through one mil- 
ONLY ADLAKE ALUMINUM WINDOWS GIVE lion raisings—and the windows last through 


YOU ALL THESE PLUS” FEATURES: the entire life of the building! 


Woven-Pile Weather Stripping with Patented Serrated Guides 
Yes, the standards of ADLAKE Aluminum Win- 
Minimum Air Infiltration : dows are kept high by quality control and 
thorough testing. That’s why the ADLAKE 
Finger-tip Control name is your best assurance of dependability, 
long-range economy, and lasting beauty. Get 
No Painting or Maintenance the full story on ADLAKE Windows today 
. . . ADLAKE Representatives are in most 

No Warp, Rot, Rattle, Stick, or Swell major cities. 


me Adams & Westlake commany 


Established 1857 © ELKHART, INDIANA © New York © Chicago 
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ant director of Sharon General Hospital, 


Rapid Electric Sterilization a 


ministrator otf Lexington Community 
Hospital, Lexington, Neb., succeeding 
V. A. Starr, who relinquished the duties 


of administrator in order to devote full 


time as consultant tor the hospital's mod 
ernization and expansion plan. Prior t 
this appointment, Mr. Starr served a 
administrator-consultant at Modoc Med 
sia ical Center, Alturas, Calit 
tempera , Paul A. Smith, administrator ot the 
Helena Hospital, Helena, Ark. tor the 
last four vears, has resigned to accep 
the post of administrator of the new 
100 bed Navarro County Memorial Hos 
pital at Corsicana, Tex., which has set 


its tentative opening date tor June s 


1952 
Mrs. A. J. Carlson has been named 
assistant’ superintendent of the Morris 
County Hospital, Council Grove, Kan 
Walter D. Golding has assumed his 
new duties as superintendent ot Meme 
rial Hospital at Colorado Springs, Colo 


Mr. Golding, who was head ot Buchanan 








Hospital at Lodi, Calit., tor seven years 


succeeds Herman F. Zimoski. 


DESPATCH DESPATCH OVEN COMPANY E. R. Andres has assumed his new 


Established uf om in 1902 333 DESPATCH BLDG, MINNEAPOLIS 14, MINN 





duties as manager ot Grandview Hos 
pital, Edinburg, Tex., succeeding to the 
post made vacant by the death of Ver 
non Watson. Mr. Andres was associated 
with the Hillcrest Memorial Hospital 
Wh / : Nurses Training School Tulsa 
en Ou an a., as assistant administrator and di 

” P of public relations from 1940 to 

your next addition or new building ask your 1942 when he entered the armed services 

architect about Hardwood Products Corp. Solid and served in the medical administra 
Core Flush Veneered Doors! tive corps. In 1946 he returned to his 
former position at Hillcrest) with the 


THE DOOR THAT GIVES J inne! depsriment added 0 his 


duties. He then was appointed adminis 
YOU EVERYTHING trator of the Methodist State Hospital 
ind Nurses Training School at Mitchell, 
S.D. In 1948 he became administrator 
of the Midland Memorial Hospital, Mid 


land, Tex., a post from which he re 


Hardwoed Products Solid Core Flush Veneered 
Doors were first designed for the hard service 


of hospitals. They've set the pace ever since. 
signed to become associated with the 


Hardwood Products Solid Core Flush Doors are Memorial Hospital of Martin County 
firm and solid—have a long life, even with Stanton, Tex. Mr Andres is a nominee 


abuse; reduce noise—are quiet in use; are fire the American College of Hospital 


resistant and are most attractive in appear- \dmunistrators 
ance. All features that lighter, cheaper doors Lynn Roberts has resigned as manager 


cannot offer. of the Pemiscot County Memorial Hos 


pital at Hayti, Mo. Frank Douglas has 


Made only to order, with any face neer 
Y a been appointed to take over the manage 


wanted ment of the hospital 


R. M. Dearing has resigned as super 


Ask for Bulletin 15 on Doors for every use. 
intendent of Fostoria City Hospital, Fos 





Makers of Riverbank “Note solid construction of door shown 
Sound Insulating Doors ‘ ' ; : 
for Psycho and O. B HARDWOOD PRODUCTS CORPORATION Ethel M. Sayre, who has been asso 
Wards Leading Makers of Fine Vencered Doors for 40 Yeors ciated with Achenbach Memorial Hos 
NEENAH, WISCONSIN 


toria, Ohio. 











pital, Hardtner, Kan., for 10 years, has 
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specific places 


where your Hospital 
will benefit from 


Stanley Door Controls 


1 or 


FOOD SERVICE 


/ 


4 


.] 





2 | 


OPERATING ROOM 


< 


Vee . 
NURSERY f 
Stanley Magic Doors contribute to the smooth, efficient operation of the U. S. Navy's 

model hospital at St. Albans, Long Island. 





Stanley Magic Doors, controlled by the Magic Eye (photolectric) 

or Magic Carpet, open automatically and instantly on approach—stay 
open till all traffic passes through—then close quickly and silently. 
They are an invaluable aid to orderlies and nurses carrying trays or 
pushing stretchers, to patients on crutches and in wheel chairs, 

to everyone whose time and energy they save. 

Leading hospitals the country over are converting to Stanley Magic 
Doors for dollars-and-cents labor-saving economy, as well as smoother 
operation. Find out how your hospital can get these same benefits, 

by mailing this coupon today! 


DOOR CONTROLS ““7he Wlagice Door” 
[ STAN LEY ] COMPLETELY AUTOMATIC DOOR CONTROLS ng 


SWINGING, SLIDING OR FOLDING DOORS 








Reg. U.S. Pat. Off. 


HARDWARE @ TOOLS @ ELECTRIC TOOLS © STEEL STRAPPING © STEEL 

=—_—_ eee eee eet eect eet eet eet eet eet eet eet eer eee ee ee oe 
THE STANLEY WORKS, Magic Door Division 

3123 Lake Street, New Britain, Conn. 


GENTLEMEN: Please 
send me full information on Stanley Magic Doors...‘ | have your representative call. 


Name 
Hospital 
Street 


City. 
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ost as superintendent. on the taculty ot the University ot South- has been associated with the institution 


esigned 


Walter 


Bahl | eC! umed bu ern Calitornia Medical Schoo since 1931. is medical director. Dr. Fred 


ess manager tor St. Catherine of Sienn Thomas O. Bassett has retired as di- erick J. Quigley is the former superin 
Hospital at McCook, Nel succeeding rector of Dover General Hospital, Dover, tendent and medical director ot the hos 
Frank Mulvey, who has accepted a sin N.J.. a post he has held more than 20 pital. Mr. Finn has been with the New 
lar post at St. Anthony Hospital, Det years. Succeed othce 1s Charles Jersey State Civil Service Department tor 


Barker, wh« wen the assistant the last 13> vears and for the last six 


Dr. Leland E. Stilwell has ass ( s director at De tor t five vears. years has been concerned with job 
Mr. Bassett 1s mer tt New — classitication and evaluation in local gov 
Jersey Hospita sOct nel 1 rnment 


Hospital Servis ! Edward J. Goodall has  succeedes 


Thomas 3 has Deer ippomnted Stephen Pondak as administrator 0 
perintendent of the Berthold S. Pollak Miullville. N.f. Mr. Goodall tormerly was 
Hospital tor Chest Diseases, Jersey City the assistant superintendent ot the Gen 
No. and Dr. Benjamin P. Potter, who eral Hospital of Monroe County, East 


Stroudsburg. P 


Clarice H. McGarry, R.N., has bee: 


bd 5 named administrator ot the Valley Hos 
CUE pital, Ridgewood, NJ where she has 
* heen issistant idministrator since Ni 





ember Mrs. MeGarrv’s) previous hos 
pital connection was with the Lenox Hil 
NEW MODEL 50 Hospital in New York 


Frederick G. Whelply, assistant admin 


strator of Evanston Tospital, Fvanstor 
] has beer named administrator ‘ 
W vandotte General Hospital, Wvandott 


Mich. Mr. Whelply was named to his 
ICELESS OXYGEN TENT* 


post in Evanston im fi ly 1947. atter be 
ing yvraduated in hospital administration 


trom Northwestern University 


Most forward step in oxygen tent therapy, as con- Henry Amicarella has been apportes 

firmed by research hospital tests! Lightest weight to succeed Mr. Whelply at Evanston. He 

iceless tent on the market, with every part acces- received his master’s degree in hospita 
! 


sible for inspection and cleaning. No loose parts administration from 


and a minimum of gadgets! rsity. Mr. Amicarella was tormerl 
ecutive ssistant im the Veterans Ad 


Northwestern Uni 


P . inistration Hospital. Fort Lyons, Colo 
* Oxygen concentration builds up : ' 

very rapidly. Dr. Albert H. Fechner’s appointment 
Maintains high oxygen concentration is manager of the Veterans Administra 

with minimum leakage at lower rate ' 
aaa ; tion Neuropsychiatric Hospital, Salt Lake 
of flow—resulting in conservation 
of oxygen. City, Utah, is one of tour appointments 
Automatic air conditioning operates innounced recently by the VA. The 
when oxygen flow falls below 6 liters others are: Dr. Benjamin A. Cockrell 


per minute. . 
as manager ot the tuberculosis hospita 


Provides air conditioning without oxygen a 
it Memphis, Tenn.. to succeed Dr. Glen 


when desired. 
Moisture is self-evaporated, eliminating W. Doolen, who is transterring to 
need for a condensate tray and central office in) Washington, D.C 
insuring a dry, non-slip floor. : 


the 


: Corydon F. Heard Jr. as assistant man 
* Insures sofety for the patient and protects : J , 

him from drofts. iver of the general medical and surgica 
© Affords accurate temperature contro! hospital at Little Rock. Ark.: and Reed 
* Modern, streamlined design. L. Clegg as assistant manager of the 


— ceneral medical and surgical hospital at 
\ ao 


S % > oP Vancouver, Was! 
: Eileen B. Callender has resigned her 
hd ‘ post as administrator of Alvin Memortal 
Hospital, Alvin, Tex. to accept the post 
Complete O.E.M. catalog furnished on request, tion of administrative assistant at Gal 


* PAT. PEND. 


. eston County Memorial Hospital at La 
rporation * Fitch St., East Norwalk, Conn. Marque, Tex. Before going to Alvin 
Mrs. Callender was hospital relations 

(OXYGEN EQUIPMENT MFG. CORP.) , 
director for the Texas Blue Cross plan 
John K. Lockhart, a recent graduate 


of the Duke University hospital admin 


eldet vrooucts FoR CEL OXYGEN THERAPY 
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UT YOUR 





STAINLESS, 100 


There are ways to stretch out your supply of stainless. 


For example. you may be using a grade or finish of 
stainless that is in extreme demand when another 


similar one. not as tight, could do the job adequately. 


Our metallurgical staff and stainless fabricating spe- 
cialists are ready to help you look into this matter and 
to advise you on more readily-available types of stain 
less that will do a satisfactory job. Feel free to call on 


us for this specialized help. 


CRUCIBLE first name in special purpose steels 
52 gums of (Sicn| cebonnbig STAINLESS STEEL 


MPANY OF AMERICA, GENERAL SALES OFFICES, OLIVER BUILDING 


ALLOY * MACHINERY + SPECIAL PURPOSE STEELS 














REZISTAL STAINLESS * REX HIGH SPEED * TOOL * 
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No Bumping 
in Corridors 





More Space 
in Rooms 





“MODERNFOLD” DOORS 


Along this long hospital corridor 
you see “Modernfold” accordion 
type doors. That means no bump- 
ing of doors into equipment or 
attendants—more floor and wall 


space. There are no doors swing- 





w\ 


Low Cost... Easily Maintained 


Modernfold” doors with all their ad 


vantages over ordinary doors and par 
surprisingly low in cost 
is almost nothing. Vinyl 
covering (available in many colors) is 
Hlame-resistant won't mildew, crack 
or tade and it 
soap and water 


titions, a©re 
Maintenance 


cleans easily with 


NEW CASTLE PRODUCTS 
New Castle, Indiana 


In Canada: Modernfold Doors 
1315 Greene Ave Montreal 


the doors that fold 
like an accordion 


by NEW CASTLE 


ing in to rob rooms of space for 
furniture and equipment 

working space for nurses and at- 
tendants. And employees get their 
work done faster and easier—with 
a reduction in operating costs. 


Ideal for Room Division 


doors as 


hospital 


Moderntold 
divide 
example, 


larger 
walls to 
wards, for you 
can assure privacy when needed. Doc- 
tors’ offices can be separated from ex 
treatment rooms. You 
Modernfold” doors to 
areas that are 


I se 
movable 
rooms. In 


amination and 
can even use 
create rooms trom large 


little used 


Under the sturdy covering is a rigid 


steel frame to assure you dependable 
service through the years 


For full look 


in your classified directory for 


information, under 
doors 
our installing distributor or mail 


the coupon below 


Sold and Serviced Nationally 


Modernfold’’ doors 


ministrator of the Roanoke Chowan 
Hospital, Ahoskie, NA Mr. Lockhart 
succeeds Robert Gantt, a 1949 graduate 
ot the Duke program, who ts now ad 
Stanly County Me 


\lbermarle, NA 


niinistrator ol the 


mortal Hospital, 


Department Heads 

Gloria Powers has been appointed di 
the newly organized personnel 
Hospital, 


rector Oo 
department at Mountainside 
Montclair, N.J. Prior to her appointment 
Mrs 


at | larper 


Powers 
Hospital, De 


depart 


it Mountainside, Was per 


sonnel director 


where she organized the 


She 


tron, 
chairman ot 


Detroit 


ment. also served as 


the personnel committee tor the 
\rea Hospital Council 

Dr. Robert Austin Grugan was named 
in-chiet at Springheld Hos 


January I. At 


radiologist 
pital, Springfield, Mass., 
the time of his appointment Dr. Grugan 
assistant in 
Dea 


is certified 


resident and 
New 


coness Hospital, Boston He 
American Board ot Radiology in 


Was a senior 


radiology at the England 


by the 
tull radiology, which includes all of the 
branches in the held. 

Allen Farley is the newly appointed 


purchasing and personnel director at 


Sioux Valley Hospital, Sioux Falls, $.D 
Cmdr. Allen Franklin Bigelow, 
MLS.C., (U.S.N., Ret.) the senior ofticer 


ot the medical service until his 


COrps 
retirement, has been appointed director 


ot the program analysis staff of the Vet 


erans Admunistration department of 


medicine and surgery. As director of the 


program analysis staff, Commander Bige 
] 


ow directs the activities of the adminis 


management division, the budget 


medical sta 


trative 
ind planning division, the 


division 


, : 
vision, and the liatson 


department ot medicine and 


Nadyne Slater, R.N., 1s the new super 
t nurses at Lexington Com 


Lexington, Neb. Mrs 


Broadlawns 


intendent oO 
munity Hospital, 
Slater is a graduate ol 
County Hospital School of Nursing, Des 
Doris Hudson, R.N., has 
appointed assistant superintendent 


Mrs. I ludson 
an School 


Moines, lowa 
been 
ot nurses at Lexington. 
is a graduate of the Presbyter 
Nursing, Denver 

Chloe Robinson has 


ot chiet 


accepted the post 


idministrative dietitian ot the 
Galveston County Memorial Hospital at 
La Marque, Miss 


merly was in Memphis, Tenn 


Tex Robinson lor 

Mary E. Eichelberger has been named 
personnel director of Evanston Hospital, 
held the 


' 
at San Joaquin General 


Evanston, Ill. She formerly 


same position 


Hospital, Stockton, Calit 
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... with durable, cheerful Tile-Tex 


A hospital floor should have many of the character- 


istics of a good nurse: 


quietness...efficiency...cleanliness...stamina... 


attractiveness ...cheerfulness. 
And there you have also described the attributes 
of a colorful Tile-Tex* Asphalt Tile Floor! 


Tile-Tex floors combine decorative beauty and 
workhorse durability with low initial cost, minimum 
maintenance and long, long service life. 


They take in stride the endless come and go of 


patients, doctors, nurses, orderlies...the constant 
movement of wheel-chairs, operating tables, oxygen 
tanks. 

Your Tile-Tex floors can be as colorful as you wish! 
There are 28 bright or subdued colors to choose from 
.colors that go through from surface to surface. 


And there’s a wide range of sizes that allow you a 
variety of appealing patterns. 

The smooth surface of Tile-Tex makes sanitation 
easier. There’s no place for dirt to cling or hide, the uni- 
form size of the tile makes joints tight, snug, straight. 


And how simple it is to maintain Tile-Tex floors! 
Daily sweeping to remove loose dirt, periodic wash- 
ing, occasional water-waxing. That’s all. 

Want more information? Samples, price, free design 
counsel? Get in touch with your Tile-Tex Contractor 
listed in the classified pages of your telephone directory. 
Or write: 

THE TILE-TEx Division, The Flintkote Company, 
1234 McKinley Street, Chicago Heights, Illinois. 


The Flintkote Company of Canada, Ltd., 30th 
Street, Long Branch, Toronto, Canada. 


TILE-TEX.. tHe QUALITY ASPHALT TILE 


March 1952 











Dorothy L. Chionsini has accepted the in hospital administration trom Colum. ofthce of the United Mine Workers ot 
post of accountant at the Galveston bia University’s School of Public Health America Welfare and Retirement Fund. 
County Memorial Hospital, La Marque, and formerly was associated with the He will develop liaison with the various 
Tex. Mrs. Chionsini formerly was em- U.S. Marine Hospital, Detroit hospitals which serve the beneficiaries ot 
ployed in the accounting department ot Grant H. Adams, for the last five years the fund 
the John Sealy Hospital of the Univer public relations director of Michael Reese Isabelle Godek is the new assistant 

Texas School of Medicine, Gai. Hospital, Chicago, has resigned. Pre professor in the School of Nursing Edu 
iously Mr. Adams served five vears as cation at St. John’s University, Brook 
in administrative officer with the army lyn, N.Y 
Miscellaneous ur force Dr. George Marshall Lyon, tounder 


Joseph P. Peters has been assigned t Marvin W. Hinson, tormerly adminis- and director of the radioisotope program 


the Division of Administrative Manage- trator of Good Samaritan Hospital, in Veterans Administration hospitals, has 
ment, Bureau ot Medical Services, U.S. Charlotte, N.C., has been appointed as been named assistant chief medical direc 
Public Health Service, Washington, D.¢ in associate of Harold J. Mayers, hospi- tor tor research and education succeed 
Mr. Peters is a graduate of the 1947 class tal consultant. in the Washington. D.C., ing Dr. E. H. Cushing, who 1s resign 

= ing, effective March 1. Dr. Lyon tor 


merly was senior research assistant to 


——= Dr. Cushing. 
Mabel McGuire Whittaker, R.N., has 


retired as director ot medical social serv 


p 
=o 


ice in the Department of Hospitals of 
New York City, a post she has held for 
12 vears Mrs. Whittaker entered the 


re 
4 


, ' 0n7 
municipal hospital system in 1927 when 


a 
aa || 


she joined the social service staff of Met 


ropolitan Hospital on Welfare Island 


ae 


sam 


She became supervisor of social service 
it Metropolitan in 1930 and remained 
in that post until 1940 when she was 
brought to the central office. She was 
a member of the army nurse corps in 
World War I and also has worked in 


the publi health theld 


WLAN, 


A. F. Wasson, former administrator 
of Perry Memorial Hospital, Perry, 
| 


able ebt- | 


Okla., has been appointed a member ot 


the New Mexico Hos} ital Advisory 
Council. Mr. Wasson is the former a 


0 


ministrator of the Oklahoma _ Baptist 


Hospital, Muskogee, Miami Baptist Hos 


No Matching Problem! 


Now physicians and their technicians can eliminate the fuss and pital Miami, Southwest Baptist Hospital, 


bother of matching syringe barrels and plungers Mangum, and Choctaw County Memo- 


The new Bishop Sempra® Syringe, another product of Bishoy rial Hospital. Hugo. all located in Okla- 


research, makes this possible f// barrels and plungers of a size 


— 
— 
— 
— 
— 
— 
— 
— 
— 
—_— 
—— 
E | 


. hon 
ire mf interchangeable. No identifving numbers are use noma 


because none are needed 


Svringes are thrifty, too \ ve bor rin ! | Deaths 


Ss no time-consuming 


A 


ay A. Fraser Moffatt, treasurer of Ottawa 
Civic Hospital, Ottawa, Ont., and a 
1 the Ontario Hospital Asso 
: ciation’s board of directors, died Decem 
Spigescebegg rea, ber l¢ Mr. Moffatt was tirst chairman 
ot the issociauion s accounting section 
and contributed much to the organiza 
tion of the Accounting Institutes held in 
THE BISHOP SEMPRA* SYRINGE i ee 
dent of the Americat \ssociation « 

. Hospital Accountants 
Dr. John L. Ernst, superintendent ot 


J. BISHOP & CO. PLATINUM the Evangelical Deaconess Hospital, De 


troit, died in December. Dr. Ernst was 


MEDICAL PRODUCTS DIVISION i past president of the Michigan Hos 
MALVERN. PA tal Association, vice president of the 


American Protestant Hospital Associa 
tion, past president of the Greater De 
troit Area Hospital Council, a member 
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plies are bonded by their natug 





New 

CURITY Adhesive 
is made for 

fast application 
without wrinkles 





Smooth, fast, wrinkle-free taping is assured in 
New Curity adhesive by a special cloth back- 
ing which reduces wrinkling vet is flexible 
to permit you to work fast with sure, smooth 


results 


With the special backing of the New Curity 


adhesive, the risk of having to stop and re-tape 


| 


to eliminate wrinkles 1s significantly reduced 


And the new improved adhesive mass gives 


added sticking quality 


See 1f vou don't find New Curity the easiest 
handling, smoothest-working adhesive vou 
have ever used. For a busy doctor, any time 


saved in taping is worth-while 


urity 
ADHESIVE 


[CeAvER & BLACK) 


D 








/ 


Closely woven of 


> strength all-woo 


Fine quality wool 
rdy cotton core 
1p. Extra c 
1 warp for maxi- 


woven 


mum warmtr 


50% Wore 
No. 900. For “warmth without 


really rugged strength. Al- 
nket is 50% wool and 30% 


, its nap is over 85% wool 


ts, has employed 


ary designed for inst 


iry household blanket 


type nap. That's why you'll find 


als from coast to coast 


No. 500. To the best of our 
knowledge, this is the best constructed 25% 
wool—75% cotton blanket on the market. 
Its nap is more than 45% wool. 


No. 600. Core-yarn filled on an 
all-cotton warp for maximum strength, this 
blanket is the most closely woven blanket 
of its kind on the market. 


No. 700. The utmost in strength, 
warmth, and service in an all-cotton 
blanket. Especially designed for use in hos- 


pital operating sections. 


Chatham Manufacturing Co., Mills—Elkin, N. C. © Institution Blanket Dept.—57 Worth St., N. Y. 13, N. Y. 
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tive committee ot the state erator of the Anderson Infirmary, Me- sation When you have others around 
the Michigan Hospital Service, ridian, Miss., and a member of the 50 to talk to and entertain you, it takes 
of the American College year club and charter member of the your mind off your own troubles.” “I'd 

not like being alone so much when I 


lospital Admunistrators American Academy of General Practice 
sick: it's best to have someone 


Dr. W. Jeff Anderson, owner anc ) n Mississippi, died recently was 
round to talk with and keep one’s mind 





occupied 

Vote Three to Two you were hospitalized would you preter Of the three persons who favored 

for Semiprivate Rooms to have a room to yourself or to share 
CHICAGO Queried by an inquir t with another 

I tor the Chicago San-Time Listed a I those who said 


shared accommodations, two indicated 
they had never been hospital patients 
oe Those who voted for private rooms 
gave the following reasons 

I would definitely prefer to have 
my own room. When I want to read 
I can have the light on; when I want 


ree to two in favor they would prefer to share their hos 
s opposed to private ictal room with someone else were the 
tions her las a t “it would make the time pass 


isked was If much faster I would like the conver- 


to sleep, I can have the light off. The 

same goes for the radio. If I have a 
roommate, I must always be consider 

ing him. You are uncomfortable enough 
without the problem of a shared room 

p. 4 Absolutely a room of my own A 

year ago I was in the hospital for an 

» . : . . operation. First few days, I had a 

1 I | ) 1 1 e private room. Then the nurses decided 

I'd be lonely and put me in a double 

fe #6 room. They moved me in with an old 


man who was very sick. Just watching 


. 
purchasing? his pain and discomfort depressed me 


- , Documentary Film Describes 
ant to _. , Ambulance Team at Work 
your purchasing of uniforms ‘ 
° ° AW i ) ai GOoct 
for your non-professional women? —- ree oe 


Want to keep 


mentary short subject, “Ambulance 
Doctor,” now being released for showing 
. your inventory down? at theaters throughout the country, de 
Want to take advantage scribes how skillful, emergency treat 
of quantity prices? ment at the scene of an accident or 
Then you'll be interested disaster helps save lives. 
in the new M-N Produced by Jay Bonafield as one of 
Personnel Uniform Program, the studios’ “This Is America’ series 
the picture runs about 15 minutes 
Filmed at the Roosevelt Hospital in 
New York City, “Ambulance Doctor 
tells the story of the ambulance team 


the simple, practical way 
to keep your maids, 
housekeepers, waitresses, 


dietary employees and nurses 
aides in trim, smartly three-man = w of medicine's shoc : 
. troops and its experiences 1n a typica 
tailored uniforms. I oar | 
lay speeding through the city traffic in 


answer to emergency calls. The film 


ror desis jot ~~ MURRVIN-NEITZEL is 0 to sine opin wi 
PR many as 


imbulance teams answer as 


mail th are 
e coupon cGVv:rprrPUBRATIEtCOR:R 10,000 emergency calls in a year, in 


iddition to treating another 35,000 pe: 


MARVIN-NEITZEL CORPORATION pl } | . | aa } 

Satis & Pedecel, Troy, Mew York ple in the 1ospital emergency wards 

The narrator explains early in the filn 

Gentlemen that all hospitals do not have ambulance 

service, and the practice of having an 
Please send me full details on uniforming my non-professional female personnel . E 6 

intern or doctor accompany the am 


Title bulance team is not countrywide. The 


Name — - en 
fact is also emphasized that where 


intern or doctor does not ride in the 
Hospital Name Ey _ or dock ( 

umbulance, the “team nonetheless 

consists of well trained aides, skilled 


City __ Zone ____. State - ————— 
in the technics of first aid 
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VULCAN Versatility 


SOLVES ANY HOSPITAL KITCHEN PLANNING PROBLEM 


Parker steam- 
jacketed kettles 
and meat 


““" There’s a Vulcan-Hart for every Cooking Need 


Ask your gas company for Proof of Profits through the use of modern gas equipment. 


, ha Nee oe 
VULCAN: HART MANUFACTURING CO., Baitimore e Louisville 


NEW YORK e CHICAGO e LOS ANGELES e BOSTON « IN CANADA- MOFFATS LTD., WESTON, ONTARIO 


yo 
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Announce New TB Award 


jews agen An annual a ) THE BOOKSHELF 


person contributing most t 


tuberculosis control outside 





nnounced here last mont 
al Tubercui SIS Associa 
ard will be presented in 
the late Will Ross of Milw: 
kee, founder of Will Ross, Inc., hospital 


HOSPITAL FIRE SAFETY The new chapter giving the results 


National é tect of the fire inspection, sponsored by the 
Association Book Report 04. National Fire Protection Association 


supply firm 
The first award of the Ross Medal will A comparison of the first edition of #4 the American Hospital Association 


j 


report is second edition Of all hospitals in Missouri is an im 


it the association’s annual meet- this 


Boston next May, Dr 1 shows that three important new things 
rA. president vans have been added pitals everywhere would do well t 


t 


portant addition to the literature. Hos 


check up on their own hospitals and 


compare hazards found with — those 


listed and classified in the Missouri 


Evenflo Nursers — Ideal For Premature and Normal Babies 


hospit ils INSPecic n 
The new code for oxygen piping sys 


n hospitals has been reproduced 


Akron Hospital |“, 
ron ospI a completely in this new edition, and the 
revised operating room safety precat 

Uses Mod | mr 
ses ocern lards have also been in 


tions and stan 


Evenflo Nursers | ««: 


The addition of these three new 
The Peoples Hospital of Akron things makes the second edition of this 


Ohio, now undergoing a $2,000,000 fire safety book “must” reading for all 


expansion, uses Evenflo Nursers ex- hospital administrators and their key 
clusively. They find Evenflo ideally department heads.—E. W. JONES 
suited for the new, safe and efficient 
terminal method of sterilization. MEDICAL TERMINOLOGY MADE EASY 
By JeHarned, R N ‘ R Rl , CPlcas 
Physictans’ Record Company 15 
There is a constantly enlarging group 


of nonprofessional people surrounding 


the field of medicine to whom the lan 
guage of the doctor 
pe rrance 

Mrs. JeHarned’s book ts 
presentation of lical terminology 
The appreciation of medical terminol 
ogy depends upon the understanding of 


the precise meaning of me lical words 
the spelling of these words, and their 
pronunciation { pt medical lan 
guage is largely derived from the Latin 
nd Greek, it is nevertheless ever-chang 


of old 


ng, owing to the combination 


vord stems, prefixes, and suffixes in new 


® PORE Added to this are sprin 
ven O klings trom nany ther languag 


America’s 
Most Popular Nurser 


T BREATHES AS IT FEEDS student 


reference 





PYRAMID RUBBER CO. 
RAVENNA, OHIO 





thei ul 


Brown, M.D 
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~& — Hospital Payroll in / the time 


with Remington Rand MULTI-MATIC 





It’s a fact — Multi-Matic is twice as fast as conventional 
payroll methods, because there’s no copying of entries 
from one record to another. In just one writing you get 
Check Stub (or Pay Statement if you pay in cash), Earn- 
ings Record and Payroll Register, all with identical 
entries—no chance of transcription errors. Multi-Matic 
is ideal not only for small ind medium sized hospitals 
—some of the largest hospitals “gang up” a number of 
Multi-Matic boards to shorten the time lag between pay 
period and pay day. Phone us locally for free literature 
or use coupon below. 


Remington Frand 


Management Controls Reference Library 
Room 1741, 315 Fourth Avenue, New York 10, N. Y. 


We'd like to have the free literature checked below: 
[ Multi-Matic (LL-162) (— Multisets (SN-615) 
. Rem-V-Lopes (KD-597 ) 

Name__ 

Hospital __ 

Address __ 
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N 


to the Occupancy Chart for January 1952 


were 


the levels of occupancy for the 


of December 1951 


the 


ongovernmental hospitals reporting 


74.3 per cent of capacity—below 


month 
and also lower than 


figure for January last year. Gov- for 


Inside rows contain a heavy filling of high 
grade tampico fibres for moving bulky, heavy 
refuse. Outside rows contain a carefully 
formulated blend of stiff selected horsehair 
and long-wearing SARAN bristles for moving 
fine dirt and dust. This combination gives 
you all-purpose cleaning in one sweep. 


bern 
BRUS 


OX FIBRE BRUSH COMPANY, INC. 


preoericn S0lablshed /S8¢ MARYLAND 


ernmental 
1952 occupancy at 77.8 per cent, repre 
senting a slight increases over the pre- 
vious month 

New 


hospital construction reporte d 


first 


year totaled $67,198,908 
below the 1951 total for the same period 


hospitals reported January only slightly 
The total for the current year includes 
24 new hospitals costing approximately 
$19,000,000 and 49 


$40,000,000 


additions costing 


two periods of the new 


Daily removal of dust, dirt and other debris 


by thorough sweeping means a neater, safer floor 


surface for your building. With Oxco floor sweeps, 
your janitors, like thousands of others, will 


Order 


them now from your janitor supply or 


get the most dirt with the least effort. 


hardware supplier. 
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maintenance 1s easier 


with the all--« , venetian blind 


cuts cleaning time...cuts maintenance costs 


At last! A venetian blind specifically designed to ease all 
your window maintenance problems . .. the all-Flexalum blind! 


cleans faster, more easily @ tapes and cords are non-porous vinyl] plastic, wipe clean with 
a damp cloth 
@ slats are sleek aluminum with mar-proof finish... 
shed dust, easier to clean 
requires fewer replacements @ sturdy plastic tapes last for years: won't fade, shrink, stretch, fray 
@ cords retain tensile strength, wear longer without fraying or breaking 
@ slats are spring-tempered for greater resilience, 
won't bend out of shape 
@ tassels are soft-molded plastic noiseless and unbreakable 
@ friction-free. precision mechanism is sealed in steel, lubricated for life 
@ baked enamel finish on slats won't chip, crack, peel, rust 
@ sturdy top bar. rigid bottom bar also mar-proof finished 


needs fewer repairs 


One and only one reputable manufacturer is responsible for every part of 
vour all-Flexalum blind: your assurance that every blind you buy... 
no matter where, no matter when...will be of the same superior quality. 


Write for free 8-page catalogue containing complete details on the all-Flexalum blind. 


HUNTER DOUGLAS CORPORATION, Riverside, California or 150 Broadway, New York 38 - In Canada: Hunter Douglas Ltd., Montreal, Que 

















TERMS 


Ten per cent discount for two or more insertions without changes of copy 


MEDICAL BUREAU—Continued 


PATHOLOGIS I 


POSITIONS WANTED 


ADMINISTRATOR 


PERSONNEL DIRECTOL 


RADIOLOGIST 


d 
An 


OUR 55th VEAR 


WooDWARD 
INTERSTATE HOSPITAL L. {A 
AND PERSONNEL BUREAU Medical Prsonnsl Bureau 
Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


TRATO! M.A.C.H 


3rd floorsies N. WABASH AVE. 
CHICAGO®s! 
® ANN WOODWARD ¢ Directoy 


EXECUTIVE HOUSEKEEPE! 
ACHA 

: AIDMINISTRATOFE 

The Medical tly adminis 

Bureau 


M, BURNEICE LARSON — DIRECTOR 


ACHA 
roR 
PALMOLIVE 


BUILDING CHICAGO 


ADMINI KATO! , I \ 


COMPTROLLER 


(Continued on page 202 





20c’ a word—minimum charge of $4.00 regardless of discounts 





number 


No charge for “key 


Forms close 15th of month 





ADMINISTRATOR 


ANESTHETIS1 


juipped 


ANESTHETIS1 


Hos} 


ANESTHETIS1 


Executive D 
New Y 
ANESTHETISTS—-N 


ANESTHETISTS—Nurs 


\NESTHE! 


ISTS--N 
™ ¢ 


bste 


M 


ANESTHETISTS 


COORDINATOR ( 


i 


DIETITIAN—For 1 veneral hospit 
al ndent, Maine 


jramha str 


ary oper Apply, 
nd Ear Infirmary 
ind, Maine 
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Johns-Manville TERRAHIEX 


the vinyl plastic-asbestos floor tile, 
offers advantages never before 
combined in one type of flooring 


COLORS ARE CLEARER 

The vivid colors of Johns-Manville Terratlex 
Flooring have a clarity and warmth that add 
beauty to any interior —keep their first day 
newness tor a litetime. The wide range of 
marbleized colors in harmonious and contrasting 
shades offers unlimited freedom of design. 


EASIER TO MAINTAIN 

Terraflex is resistant to grease and oil, 
alkaline moisture and mild acid solutions 
It is easy to clean and even caustic soaps 
which permanently damage other types of 
resilient floorings will not affect Terratilex — 
it cannot “wash out.” Many different 
decorative inserts are available to add 
interest and individuality to floor design 
Knife-fork and teakettle inserts are shown 
above. Moisture-resistant, Terraflex is ideal for 
laving over radiant-heated concrete 


floors in direct contact with the ground. 


WILL LAST A LIFETIME 

Although Terraflex is extremely resilient, it will 
For THE BEST there is in flooring —look outwear other types of decorative floor coverings 
two to one. With its superior flexibility it 
conforms to uneven surfaces and absorbs 

Send for a free brochure showing the normal floor play. It does not crack, 

full color line of Johns-Manville curl, become loose, or brittle, or shrink 
around the edges It does not become fuzzy or 


to Johns-Manville Terraflex. 


lerraflex and Asphalt Tile. Write Johns- 
Manville, Box 290, New York 16, N. Y. 


scratch or lose its sheen from constant wear 


- Johns-Manville 


TERRAFLEX AND ASPHALT TILE FLOORING 











y\ “There’s a Johns-Manville 


\ \ 


/y \, Built-Up Roof!’ 


“Right! It’s smooth-surfaced— 
has fireproof, asbestos felts’’ 


“...and Asbestile Flashings 
give added protection 


4a 
! 


Yes—it’s a Flexstone’ Roof 
Each ply is a flexible covering of stone! 


For your added protection, the Johns- 
Manville Asbestile* System of Flashing 


The secret of a Johns-Manville Flex- 
stone Built-U p Roof is in the fe/ts. They're 
made of fireproof, rotproof, weather- 
proof, enduring ashestos 

Flexstone Built-Up Roofs won't dry 
out from the sun... need no periodic 
coating. They're smooth-surfaced, too— 
permit thorough drainage, make any 
damage easy to locate and repair. They 
are engineered to each job applied 
only by J-M Approved Roofers. J-M As- 
bestos felts are perforated to make appli- 
cation easier, give a smoother job, con- 


form better to roof decks. 


wode 


insures proper treatment of all critical 
areas. Asbestile is a heavy-bodied plastic 
cement designed for use with asbestos 
flashing felts to give thorough water- 
tightness. As it sets, Asbestile becomes 
hard and forms an integral part of the 
wall itself 
Send for brochure BU-51A. Contains 
complete specifications tor Flexstone 
Roofs and Asbestile Flashing 
Box 


System. Johns-Manville, vw 
290, Dept. SI, N.Y. 16, N.Y. M| 


ee 


of ASBESTOS 


Johns-Manville FLEXSTONE Built-Up Roofs 


DECORATIVE FLOORS © MOVABLE WALLS © ETC. 


ASBESTOS CORRUGATED TRANSITE* 


© ACOUSTICAL CEILINGS 
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When a 
‘ Human Life nN 
iS at Stake 


Every hospital administrator knows that where human 
life is at stake, Sanitation must be given first considera- 
tion. That's why leading hospitals throughout the coun- 


try prefer and specify 


Just Line 


Stainless Steel Equipment 


An example of the latest types of modern sanitary equip- 
ment is the installation of Just Line Stainless Steel Sinks 
and Cabinets in the Central Supply and Sterile Storage 
rooms in the HOTEL DIEU, New Orleans, La., one of 
the South's finest hospitals. 

Just Line Stainless Steel equipment, because of its stain 
and rust-resisting surfaces and its heavy gauge construc- 
tion, assures the utmost in sanitation and lifetime service. 

Regardless of what your requirements may be, send us your speci 


fications. Our Engineers will gladly cocperate with you in develop 


ng your plans and supplying estimates 


eh Aaytnty 4 


4610-20 W. 21st Street, Chicago 50, Illinois 








DIETITIAN To head department D 1 DIRECTOR OF NURSING—300-bed general 
P 0 h) | T | 0 N § 0 P E N Dereunas none salary $380 nd ul hospital with a school of nursing with college 
depen¢ ? qualifications and expe ¢ affiliation. Apply, Superintendent, Mississippi 


ntendent, Sunshine Sana Baptist Hospital, Jackson, Mississipr 
Grand Rapids 


DIRECTOR OF NURSING 


r desiree equired accredited 
DIETITIAN Assistant ar verapeu f y ove ret ene hospital; Pa onnecte with  200-bed 
te opening r MO) 66 The 


Avenue 


med ae 
mone miles from Ct 


MO ¢ The Mod 
Avenue, Ch 


ADA membe . 
present DIRECTOR OF NURSES -Assistant; for 442- 

Apply bed institution located in Delaware; Degree ir 
f Dietetic Nursing Education required alary depends 
ipon qualifications and experience of the ap- 

I t; maintenance and apartment included 

Apply to Director, Set f Nursing, Delaware 


Hospital, Wilmington, Delaware 


DIRECTOR OF NURSES 
ener hospit f 


t 4 illy apr 


Colorade, eighty 


DIETITIAN Business Ad 


‘ t Franklin 
Hospit tsmoutt t ryland 


(Continued on page 204) 


Ir iRS::. 


Optional: Photo 
Timer and Photo 
Timing Push-Button 


: Control. (may be 
master >? reat pony 


control as illustrated 


or elewhere.) 


is designed for 


the future! 


) transformer and controt 
designed for 200 300 or 500 MA 
allat 12O KVP 
Also 10 MA at LIOKVP 
@ High KY capacity 
@ Designed for three tubs . — 4635-4659 NORTH CICERO AVENUE 

operation, also use of three ‘ CHICAGO 30, ILLINOIS 

Bucky Diaphragms 
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BLOOD BANKS 


Inexpensive enough to be truly disposable, the B-D DISPOSABLE BLOOD DONOR SET offers: 


1 


Needles and tubing of same inside diameter, permitting unobstructed flow of blood at 
steady rate in a vein-like environment, minimizing turbulence — damage to blood cells. 


Smaller intravenous needle for greater comfort to donor. 

A new, sharp needle is used for each donation ... no needle is used a second time. 
Self-regulating; requires no control mechanism to govern flow of blood. 

Smaller stopper-puncturing needle minimizes plug cutting of rubber. 


Unique holder-clamp provides shut-off for tubing, eliminating cumbersome hemostats, and 


facilitates inserting and withdrawing stopper-puncturing needle. 


The B-D pisPosABLE BLOOD DONOR SET 
is supplied sterilized, pyrogen-free, BECTON, DICKINSON AND COMPANY 
ready for use, individually packaged, RUTHERFORD, NEW JERSEY 
in cartons of 50 sets with 2 holder- 


clamps per carton. 


March 1952 








HOUSEKEEPER 8 
t a denee 


POSITIONS OPEN 


RECTOR OF NURSING 


I 


DIRECTOR 
CHOO!L 00-bed ene ! 


IRE¢ 
EDUCATION Staff pos 


Hos} 119 N 
HOUSEKEFPE! 


Mi) ¢ 
N. Mich \ 
INST 


n 


Degree in Nursi 


RUCTOR 
pe } 

»ply to Dire 
tal, Wiln 


NURSING Ay 
d ho Host 


roR oO 


NURS AND 


} 


INSTRUCTOR 


INSTRUCTOR 
OF NURSING AND NURSING hospital scnot 


+N. M 


D STIMULATE@ 


FUND RAISING 


aluminum or plastic 
have been proved the ideal, dignified and most effective 


Plaques & nameplotes in bronze 


way to raise funds for hospitals. By acknowledging 
contributions in this permanent manner you encourage 
future donors. Why not write us now for illustrations and 
prices. You'll be pleased by this economical and atftrac- 
tive way to give permanent recognition 


Style B 


Solid cast aluminum or 
bronze tablet. Raised 
letters in bold relief 
contrasting with stip- 
pled oxidized bac 
ground 


ROOM RNISHED 
IN MEMORY OF 
ADOLPH KRES 
HE BOARD OF ylRE CTORS 


- 
. 
cJ 
. 


Style P 


Foultless engravina 
on laminated pheno 
lic plastic Your 
choice of white let 
ters on Mahogany 
Walnut, Grey or Black 
background 


A FEW OF OUR MANY HOSPITAL ACCOUNTS* 
*Kings Daughters Hospital! 
*Mt. Sinai Hospital 
*Sloan Kettering Institute 


*Baton Rouge Hospital 
*Cerebral Palsy Hospital! 
*Anderson County Hospita! 
idresses furnished on request 
BRONZE TABLET HEADQUARTERS” 
* . 
United States Bronze Sign Co., Inc. 
570 Boadway Dept. MH New York 12, N. Y. 


*Exa 


MISCELLANEOUS 


I 
H 


MISCELLANEOUS 
nemet 


MISCELLANEOUS 


mmed 


FAIRBANKS-MORSE 
GENERATING SETS 


Many things can cause power failure 
—fires, explosions, traffic accidents, 
human error. And all of them can 
lead to injuries, property damage— 
even death. Then may come lawsuits 
and staggering debts. 

Your oun business 1s not immune. 
But the severity of the disaster can be minimized if you 
have a Fairbanks-Morse Generating Set standing by to cut 
in instantly when city or rural high line service is halted. 

A Fairbanks-Morse Generating Set is the cheapest in- 
surance you can buy! Ask your local Fairbanks-Morse 
dealer to show you why. Or write Fairbanks, Morse & Co., 


Chicago 5, Il. 


& 
) FAIRBANKS-MORSE, 


a name worth remembering 


a Se 
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two “’Durapress” sherbets 


N “ 
“1 A from LIBBEY GLASS. 
I” a : Brand-NEW design 


Smart NEW styling 











No. 5102 
@/ 3-1/2 oz. sherbet 


No. 5103 


NEW heavy glass base 


4-1/2 oz. sherbet . 


Modern NEW sha pe 





You ASKED Us FOR THEM and here they vlass. Folks know desserts taste better, too 
ire — brand-new sherbets in the 3!2-0z. and heeause glass gives absolute flavor protection 
}!o-0z. sizes. glass will never impart taste. 

Theyre Libbey “Durapress” quality for Make the desserts you serve more tempting 
strength and durability. They take high sterili- serve them in the new “Durapress” sherbet. 
vation temperatures in stride, And the Libbey Get samples and prices of these brand-new 
name means they re highest quality. sherbets from your near-by Libbey supplier o1 


Desserts look more appetizing in’ sparkling write direct to Libbey Glass. Toledo |. Ohio. 


LIBBEY GLASS ‘Quapresd’ Sherbet 3 


1S78 


LIBBEY GLASS, Division of Owens-Illinois Glass Company, Toledo |, Ohio 
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OPERATING ROOM 
APPAREL 
IS 


APPAREL 





912—Operating Suit 
V-Neck shirt is new 
style, functionally cor- 
rect without embellish- 
ments. Pajama type 
pants with drawstring 
Side tie or open front. 
Made of fine white 
SANFORIZED linene. 


/ 


/ 
{ 


% ~ 


455—Trim looking and 
roomy scrub gown of 
white SANFORIZED 
linene. Detachable 
belt. Made like all 
Melrose O. R. apparel 
of selected fabric, with 
close attention to all 
details, to assure long- 
lasting satisfaction 


101M—The standard 
for comfort and long 
wear. White SANFOR- 
IZED linene with snug 
5-inch stockinette cuffs. 
All seams double- 
stitched. Full cut, full 
length. 








IMMEDIATE 
DELIVERY 
ON 


Se 
C 


©. R. APPAREL 


SEE OUR CATALOG 
for more O. R. 
styles and other 
hospital apparel. 
Send NOW for 
your FREE copy. 


MELROSE HOSPITAL UNIFORM CO. INC. 


95 COMMERCIAL STREET 


BROOKLYN 22, 


N. Y. 
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“OVER 12,000 PEOPLE HAVE CROSSED 


SinCe Wating” 


on eae 


THIS FLOOR 


' 


ie heres? | 


“Cosmolite Wax gives hospitals 
long needed protection 
against slippery floors” 


writes, 


lr YOU'VE had trouble with waxed floors that become slip- 
pery with use, you will be interested in the results of the test 
Mr. Von Krohn made with new Anti-Slip Cosmolite Wax. His 
hospital used to avoid wax because of the slip hazard . . . now 
he uses Cosmolite “with utmost confidence”, and the floors are 
protected against both wear and weather! 


His experience with open house crowds proves that Anti-Slip 


a a © 


Administrator 


i 


Cosmolite Wax assures a non-slippery surface and long life 
even under heavy traffic conditions. The surface remained 
bright and beautiful without rewaxing. 

Anti-Slip C lite Wax tains colloidal silica —the new 
non-slip ingredient, plus Carnauba and other high quality ma- 
terials all blended according to a proved formula. It is one of 
the finest waxes money can buy. Test it on your floors soon. 





write today for a trial supply! 


CLEVACOSMOLITE = 


HUNTINGTON LABORATORIES, 
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AT LAST! 
Dester Dieser 


The diaper that does away with half 
the work in your laundry and nursery 


BECAUSE 


Dexter Diapers eliminate all fylding 
in your laundry and nursery. 


SPECIAL LOW PRICE TO HOSPITALS 
WRITE DIRECT TO MANUFACTURER 











We lose money on this offer 


It costs us more to make 
this offer than the 25c we 
ask. Therefore, just one 
sample per person, please. 
e It fits all age babies 
e It needs no folding 
e It absorbs like a sponge 
@ It’s easier to wash & dry 


SEND 25c TO: 


FRED DEXTER woot cca: 


For diaper, pins-on-chain, helpful booklet 





OCTAL WORKER 


kK 


ih 


SUPERVISOR 


Admir 


Ml 


UPERVISO! 


When You Build or Improve 
YOUR HOSPITAL 
Clark Can Help You 


Clark has a comprehensive plan, created to aid managing 
hospital boards and architects in building or 
A staf of departmental experts 


directors 
improving their hospital 
s ready to help you 


@ A complete service to aid in the purchasing and gathering 
of all equipment and furnishing items 


@ Suggested layouts and specifications for all group I! and 
Ill equipment 


@ A staff of expert interior designers to furnish plans and 
color sketches for patient rooms, dormitories, lobbies, etc 


@ Competent consultation at every step with no extra cost 


Write: “Clark Hospital Contract Division” 


CLARK CO. 


LINEN & EQUIPMENT 
303 W. MONROE CHICAGO 6, ILLINOIS 
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IMPROVED 
MATERIALS AND 








CONTINENTAL ALWAYS LEADS IN OXYGEN TENT CANOPY VALUES... 


Stronger, tougher, more resilient and more resistant to the 
stress and strain that a canopy must withstand to fit it 
snug-tight around bedding. The greater strength of this 
new, improved, fully-transparent, plasticized material will 
last longer and makes Continental's Canopies the greatest 
values of the year. 


«ee And Now At New low Prices 


In our New building we have greatly expanded production 
facilities — more space, more fast electronic and heat 
sealing, automatic equipment, and a staff of thoroughly 
trained and experienced people who can produce more 


canopies, quicker than ever before. As a result of our 
tremendous buying and production power, we can offer 
all Continental made canopies at NEW LOW PRICES. 


Every Type Canopy For 
Every Make Oxygen Tent 


We can supply every type canopy you need; Visionaire 
Disposable; Vinylite Heavy Duty, Crystal-Clear; in all 
weights; and Permanent designs. 


Wire or write for prices. 


CONTINENTAL HOSPITAL SERVICE, INC. 


18636 DETROIT AVENUE ’ 
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WOODWARD—Continued 


POSITIONS OPEN 


UPERVISOR Opn 


MO ¢ 
\ 
PERVISOR 


MO ¢ OUR SSth YEAR 


ee WooDWARD 
eee emia wl vi veo Nedical Brsonnel Bureat 


FORMERLY AZNOES 


3rd Slooreias N. WABASH AVE. 

/ CHICAGO®es! 
® ANN WOODWARD ¢ Ditectoly. 
t Oy; t t Meet Y 


ADMINISTRATIVE 
B r n 


(Continued on cage 212) 


| ) °] QO 
FOR INCISION 
As the “Master Blade” for the Master Hand, 
where the need is for PRECISION, every 
Crescent Blade is precision-made for fine 
balance . . . precision-honed for extreme 
sharpness . . . precision-tested for strength 
and rigidity. 

Precision-performance is assured by the 
new Swedish steel of high carbon content 


and unusually fine grain. 
Precision-protection is provided by the 








new moisture-prcof, all-climate, aluminum- 
foil wrapping. 
Samples on request 


CRESCENT SURGICAL SALES CO., INC. « 440 4th Ave., New York 16 


rescent 


SURGICAL BLADES AND HANDLES 
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Another Modern Hospital, 
TOLEDO’S ST. VINCENT’S 


uses Goodall Blonded-toFerform, Fabrics 


e@ ADMINISTRATORS everywhere count on Goodall 





Fabrics to fill their hospitals with beauty and cut 
maintenance costs. For Goodall Fabrics are 
Blended-to-Perform: a variable blend of Angora 
Mohair, rayon, acetate, wool, and cotton. This 
results in longer wear, richer textures, clearer col- 
ors, and easier cleaning. Choose Goodall Fabrics 
for these major advantages plus the quieting influ- 
ence of their noise-muffling quality and the thera- 
peutic value of their colors. 








¥ th WO, STS WT SW. Wie Beare, 


weds 


bed 


Goodall “Attica drapery fabric is used as a 
handsome background for St. Vincent's 
smartly functional reception desk 





CHOOSE GOODALL’S SPECIALIZED 
HOSPITAL FABRICS FOR: 
* Draperies * Upholstery 
*Slipcovers »* Bedspreads 
*Casements ¢ Cubicles 





F semsidiory oF 


Goodall Seater, Sie, S » 
THE FINEST NAME IN FABRICS 


= 7 - we ris 9 4 - Pm 700d Haida” dr pers fabric adds luxury, softens the sounds 


ind clattering china in this St. Vincent dining room 


©1952, Goodall Fabrics, Inc. Subsidiary, Goodall-Sanford, Inc s 
Sole Makers of World-Famous PALM BEACH® Cloth k e Mark 
GOODALL FABRICS, INC. * NEW YORK + BOSTON + CHICAGO «+ DETROIT + SAN FRANCISCO + LOS ANGELES 


Vol. 78, No. 3, March 1952 211 














WOODWARD—Continued 
POSITIONS OPEN na Diy an Phar ga eg len gy 


WOODWARD—Continued “i 


ADMINISTRATORS NURSES 


Bene! d ¢ 4 \ 


DIRECTOR OF NURSES 
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New bed MALE NURSES | N tubereulos 
- aac Rie. , 
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PHARMACISTS 
th r fe 
bed } 
ch 


HOUSEKEEPERKS 
la \ 


FACULTY APPOINTMENTS 


ID 


MEDICAL PERSONNEL EXCHANGE 
Nellie A. Gealt, R.N., Director 
4707 Springfield Avenue 
Philadelphia 43, Pennsylvania 


CHIEF OF INDUSTRIAL HEALTH RE 
EARCH Witt , } experience it 


(Continued on page 214 





LEARN WHY DRINKER-COLLINS 
DUPLEX GIVES DOUBLE VALUE 


Not every hospital can afford two respirators — but if 
you specify a Drinker-Collins Duplex, you will have the 
equivalent of two respirators at the price of only one 
One Drinker-Collins Duplex can treat TWO children in 
an emergency and save a second life while another 
machine can be obtained loter 


NEW FREE BOOKLET 


WARREN E. COLLINS, INC. 
Specialists in Respiration Apparatus 
555 HUNTINGTON AVE. BOSTON 15. MASS 





NOW WITH 
@ Trendelenberg position 
@ Intravenous attachment 
@ Side rails 


Pl 
tilts 
{ both ways 
rn 
\ 


It’s the new 
TOLAND 
Overbed Stretcher! 


nder t , 
REMEMBER. Tt 
that tilts beth ways 
de of the bed ; 
‘ owded w 1 
ndle even th 


Get full details today from your supplier or write direct 


TOLAND HOSPITAL EQUIPMENT 


BENTON HARBOR, MICHIGAN 
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‘Sure, it will have a ‘new look’ outside- 
but it’s really old-fashioned!” 


Listen 


ry 
Ww hat does he mean ? 
l 


nless we install Honeywell Individual 


Room Tempe rature Control, our new } 
pital will actually be old-fa hioned before 
ue open the doors. Isay we can't afford t 
be without it, for the fe mew estimal h u 
wt will cost only '3 to 1 f our total en 
penditure to install this modern system 


Nota bit. And here's 


Strong words? 
the reason 

Today, in many hospitals, it 1s already 
routine medical practice to give each 
patient the exact room temperature he 
needs to speed his convalescence. This 
“prescription can be filled only if every 
room has its own thermostat. No other 


method can compensate for the varying 
effects of wind, sun, open windows and 
variations of internal load in each room 

Since that is true, it’s just smart busi- 
ness to install individual room tem- 
perature controls hen your hospital is 
being built. Doing it later, as a modern- 
ization project, is sure to cost substan- 
tially more money 

For complete facts and figures on 
Honeywell controls for your hospital, 
call your local Honeywell office — there 
are 91 of them located in key cities 
throughout the nation. Or for litera 
ture, write Honeywell, Dept. MH-3-51, 
351 E. Ohio St., Chicago 11, IIl 


Honeywell 


Fiat on Contiols 


Vol. 78, No. 3, March 1952 


Only thermostat specially 
designed for hospitals ! 
Honeywell's new Hospital Thermostat is the 


only thermostat to offer the special features 


needed for maximum hospital efficiency 
eo” Nite-glowing dials” permit inspec- 
tion without disturbing patients. 
e Magnified numerals make readings 
easy to see 
e@ New speed-set control knob is camou- 


flaged against tampering 
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ee a hospit 1 bed 
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t é erience desiree 


MEDICAL PERSONNEL EXCHANGE— 


Continued 


M, BURNEICE LARSON— DIRECTOR 


PALMOLIVE BUILDING CHICAGO 


CREDIT ANT COLLECTION MANAGEE ANESTHETISTS | 


ADMINISTRATORS 


\NESTHE! 
DIETITIAN ¢ Al lent of med i tant E — 


COLLEGE STUDENT HEALTH 


CTOR © 
x nm 


IVE HOUSEKEEPER 
P 


DIETITIANS 


mport 
X-RAY TECHNIK 
LABORATORY 


MH 


(Continued on page 216) 
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magic... 
is the 


word 


for 


MAGGI'S SEASONING m ag ¢ is 


Simply add a few dashes to your 


MAGGIS GRANULATED 
BOUILLON CUBES 


Try blending a tablespoon or two in your gravies, sauces, 


soups, stews, gravies vegetables, and 


meats. Presto! it brings out all the subtle 


hidden flavors and you have a dish fit for a king 


Mi AGGIE’ 
SEASONING 
and 


GRANULATED 
BOUILLON CUBES 


SEND FOR NEW BOOKLET 
The Nestle 


vegetables, stews it enriches the natural flavors and 


you have a dish out of this world. Also makes an excellent 


. a. ee 


TWO FAMOUS FLAVOR FAVORITES 


MAGGI'S SEASONING .. .. tested and proved 
for 50 years. Escother called it “The perfect 
adjunct to the kitchen.” Available in quart 
size bottles. 

MAGGI'S GRANULATED BOUILLON ... a 
highly concentrated quality “bouillon”; packed 
in three convenient sizes—1l, 2, and 5 Ib. tins. 


meat stock and an instant beverage 














‘ompany. Inc., Colorado Spring 
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Stops Cold Coffee and Tea Complaints 


INDIVIDUAL 
BEVERAGE SERVER 


10 oz. capacity 
VB 8390 


Cold coffee and tea complaints mean 
irate patients ... . send good money down 
the drain. But, with the new Universal Individual 
Beverage Server, hot beverages stay hot to the last 
delicious sip. And, this genuine Thermal Server costs no | i h .} 
more than an ordinary pot, and soon pays for itself by se & 
reducing breakage and replacements. It’s sturdy and long 


lasting. However, if through abuse, the inside plastic filler proved 


has to be replaced, “it’s as simple as changing a light bulb,” 


and almost as inexpensive. ig “3 value 


Its handsome chrome-plate shell can be easily etched or 
engraved and it makes a perfect gift for donations 


by women’s auxiliaries and other organizations. 


UNIVERSAL 


LANDERS, FRARY & CLARK, NEW BRITAIN, CONN. 








Write for full information today 


N 3, March 1952 
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POSITIONS OPEN cog wth ange pr oer Mar 


MEDICAL BUREAU—Continued ETO neater lige on 
DIRECTORS I SING AND SCHOOL 


EXECUTIVE PERSONNEI 


MH3-s 


ACULTY APPOINTMENTS 


DIRECTORS 


SHAY MEDICAL AGENCY 

Blanche L. Shay, Director 

55 East Washington Street 
Hs. Chicago 2, Illinois 
ADMINISTRATOR Middl: 
MEDICAL RECORD LIBRARIANS filiated with med 


Chief ecord libr 


Continued on page 218) 
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+2 
HOW TO 
4 KEEP A HOSPITAL 
Milapaco (*/ + eate ROLLING SMOOTHLY! 


a 8 A It's easy . on smooth-rolling Bassick 
TRAY COVERS : ; “Diamond-Arrow”™ Casters. 
7” 4 Their easy, noiseless motion (on patented, 
. ee oe FULL-FLOATING, ball-bearing swivel) saves 
sonnel and your patients feel floor wear, labor, nerve strain. A 
lift in spirits when meals are served on fresh, clean Milapac “must” on beds, bedside tables, 
Tray Covers. It's attractive and appeuzing to the patients, screens, service trucks. etc. 
Milapaco Linen and Lace Paper Tray Covers are always neat Ful eat ae Senne Purchas- 
eee keep their shape PERE Me NG ing File, or write us for Catalog 
medicinal stains will save you money by reducing laundry 118. (For information on truck 


expense ind linen cost. And the ire available in no “ies beaut! casters, ask for Catalog 124A). 
ful designs and sizes for all trays, providing individuality and ‘ 


speedy and efficient in the kitcher 


THe Bassick Company, Bridgeport 
2. Conn. /n Canada: Belleville, Ont 


variety in food service 

When vou ask vour paper supplier bout Milapaco Tray 

Covers, ask also about personalized printed Tray Covers, Mil 
ipaco Portion Cups, and extra soft 


facial tissue napkins F: STEWART 





MILWAUKEE LACE PAPER CO. j ' SW 
WARNER 


1306 East Meinecke Avenue 
Milwaukee 12, Wisconsin 


1140 Walsh Ave., Sante Clora, Calit MAKING MORE KINDS OF CASTERS... MAKING CASTERS DO MORE 
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Your hands 
ean be cleaner, Doator! 


Hexachlorophene in Dial Antiseptic Soaps 


assures faster scrub-ups, greater protection ! 


The conventional surgical scrub-up was designed to remove skin bacteria 
Modern surgical techniques are based on the assumption of complete steriliza 
tion of the operating field. But even after conventional sc rub-ups, your hands 


could be cleaner, Doctor 


Tests have shown that the surgeon who uses a soap containing He xachlor- 
ophene removes in only six minutes fen times more skin bacteria than does a 


conventional ten-minute scrub up, followed by a germicidal rinse 


Dial Liquid Antiseptic Soap was created by Armour to provide this greater 
safety factor—to give you and your patients more potent protection. Both the 
20°, and Concentrate Dial contain 5‘; Hexachlorophene based on soap con- 


tent. They are available to you in 5, 30 and 55-gallon steel drums 








Dial soap protects your patients, too! 


DIAL bath and toilet soap also contains Hexachlorophene—so it will keep 
your patients skin remarkably clear of bacteria that often aggravate and spread 
pimples, surface blemishes, etc. And still it is as mild as the finest complex 
ion soaps. Yet DIAL costs no more than ordinary soaps. Give your patients 


Hexachlorophene protection—use DIAL! 


fu Sg Dp 


Armour and Company «+ 1359 West 31st Street Chicago 9, Illinois 
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Cleveland, Ohio meaeescggeh pe 4 a " 
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ANT ADMINISTRATORS 
BUSINESS AND MEDICAL REGISTRY 
(Agency) 
Elsie Miller, Director 
610 South Broadway, Room 1105 
Los Angeles 14, California 
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s the Hospital supplied with pastries 


cookies and cakes. After the baker 
has com] ed the day’s baking, 
oven is used for meat roastin 
oven 


he heat stored in the 
paratl 


Here 
GAS 


t 


t il food pre 
with 


Ct Vincent Hospital 


finds that 


1 


+ MORE AND MORE 


Toledo, Ohio, 
Modern Gas Kit 


hen Equiy 
pays off—in speed, flexibi 
economy and cleanlin 


420 LEXINGTON AVENUE, NEW YORK 17, N.Y 
219 


AMERICAN GAS ASSOCIATION 
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PLACEMENT BUREAUS 


POSITIONS OPEN 


MISCELLANEOUS 


Salesmen wanted to carry as side line small 


ZINSER PERSONNEL SERVICE compact line of plastic products and knitted 


BUSINESS AND MEDICAL REGISTRY— 
Continued 
MEDICAL RECORD LIBRARIAN N 


' 


INSTRUCTO! 
. I ! 


PEDIATRIKK UPERVISOR DD 


ADMINISTRATIVE 


‘ 


DIETITIAN W 


O-hed ¢ t 


patients’ gowns Good commissions.  Terri- 
now available f experienced men. All 
confidential complete informa 

Sherman Mills, 77 Bedford 


Massachusetts 


CONSULTATION SERVICE 
Irene M. Connors, R.R.I 


sultation, Surve and Organizatior 


FRANCES SHORTT MEDICAL AGENCY 


PLACEMENT BUREAUS 


BROWN 


FRANCES SHORTT, R.N., Director 


personnel 
80 Madison 
Gladys Brown, Owner-Director " ‘ 


Registration Fee 


SPECIALISTS in the Placement of Competent 


MEDICAL BUREAU Agency Medical and Social Service Personnel. 


ee 


at 40th St. 


FOR SALE 


NURSING AND MEDICINE 
have n stock every nursing or medical 
wk published. Lowest prices th unexcelled 
Write Chicago ompany 


Mu 5-8935 


(Continued on page 222) 








JOSEPH GODER 
INCINERATORS 


A JOSEPH GODER 
UNIT FOR ALL 
SIZE HOSPITALS 


CONSUMES 
GARBAGE, RUBBISH 
AND 
PATHOLOGICAL 
WASTE 


Model No 69—IN 


Steel cased units for pathological refuse exclusively have 
been installed in over 50 hospitals and laboratories such 
as U.S. Veterans Hospitals, U.S. Naval Biological Lab, Mayo 
Clinic, State Lab of Hygiene 


Models 2901 & 2903 also widely used 
in hospitals—get full data today 


Plant & Office 


5121 N. Ravenswood Avenue Chicago 40, Illinois 


See Classified Directory for !ocal Representatives 








THE LATEST IN SPRING DESIGN... 


LOW CARDIAC 
ALL-POSITIONS 

* ADJUSTABLE SPRING 
HYPER-EXTENSION 
The Hall All-Position spring adjusts to the important 
positions for medical and surgical treatments. Head 
and feet sections have a drop, from the horizontal, of 
7 to 2 inches. Head and foot ends when furnished with 
the All-Positions Spring have lower cross rods and 
longer fillers or panels so when either spring end 
section is in its lowest position, the closed space keeps 
the bedding from sliding. This modern spring re- 
quires a minimum of effort to adjust and offers the 
patient maximum comfort and body support. 

The precision-made Hall All-Position spring fits 
any Hall hospital bed. For detailed information, write. 
FRANK A. HALL & SONS 
Since 1828 
200 Madison Avenue, New York 16, N. Y. 
Factories at 120 Baxter St., New York and Southfields, N.Y 
HALL BEDS WEAR LONGEST—-GIVE BEST SERVICE 
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More than 300 Birch Weld- 
wood Fire Doors are used 
in the new building for the 
Institution of Physical Medi- 
cine and Rehabilitation, a 
Unit of New York University 


—Bellevue Medical Center 


... Fhe Weldwood Fire Door! 


sionally stable that when properly installed it is guar- 


Here at last is a fire door that performs its number one 


function — restricting the spread of fire— yet is so hand- 


some that it can be used in the finest interior. 


the 


choicest of domestic and imported wood veneers are 


The secret lies in the unique construction 


bonded to an incombustible mineral core. 


The Weldwood Fire Door is approved for Class “B” 


and “C” 
and the Building Officials Conference of America. 


openings by Underwriters’ Laboratories, Inc. 


In addition, the Weldwood Fire Door is so dimen- 





United States Plywood Corporation corries 
the most complete line of flush doors on the 
market including the famous Weldwood Fire 
Doors, Weldwood Stay-Strate Doors, Weld 
wood Honeycomb Doors, Menge! Hollow-core 
Doors, Menge! and Algoma Lumber Core 
Doors, 138’ and 134 with a variety of both 
foreign and domestic face veneers 
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anteed not to bind or warp for the life of the installation. 


Further, it is lighter in weight than other fire doors, 


which means that it opens and closes more easily. 


No wonder Weldwood Fire Doors have the accept- 
ance of fire officials...and are being selected for all 
kinds of buildings—all over the country. (Including 


leading hospitals and the United Nations Building. ) 


So, before you specify any door, be SuRE to get full 
details about Weldwood Fire Doors. Write today. 


WELDWOOD FLUSH DOORS 
Manufactured and distributed by 
UNITED STATES PLYWOOD CORPORATION 


55 West 44th Street, New York 18, N. Y. 
Branches in Principal Cities * Distributing Units in Chief Trading Areas 


Dealers Everywhere 








FOR SALE FOR SALE atte MARGARET HAG E MATERNITY 


SCHOOLS—SPECIAL 
INSTRUCTION 


CHOOL O 


Continued on page 224 


® FLOOR FINISH STAYS 


LN Nbibccdticd baad 


BRIGHTER LONGER 


COUNT Nae 





Brillo Solid Disc Pads 
stay firmly in place— 
will not buckle. Just 
rest brush of machine 
on pad 


Extra-resilient 
Brillo solid-disc 








floor pads cleanand 





prepare floors tor 
waxing harden 


finish to a long-wear 


g luster. In heary Re ot 8 OG : 
maiicarenetailpouia i ga ; p () I T { F | | p l p encore 
ones makes See “4 y 10 {ND PRESSURE 


waxing last longer . ps ey ie Ah eee 
for all machines Pe st, 1 5 1 pumy Ss size available 


Easy to Operate—simple to control 

Large, easy-to-read suction and pressure gauges 

Readily accessible regulating valves 

Completely portable, yet stays firmly in position while in use 


SOLID-DISC STEEL WOOL “~~ A ( ire Onl al) 
AC re 
I F 


FLOOR PADS — Send for FREE Folder! -—, 


Brillo Mfg. Co., Dept. M, 


— 3451 WALNUT STREET illing Pus anesoena 


Street 


i aS fo.b. 
1 60 John St., Bkiyn. 1, N. Y. | (; ’ () (i N p 
| Send free folder on low-cost Brillo floor care | By iD . St) 

| 

| 


City & State 
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Ever had cases waiting . . . and no films? 

Or had your x-ray machine suddenly conk out 
just when you needed it most? 

Thing to do is not to lose time—and your 


temper—but call your local Picker office at once. 





Everybody there is schooled to pitch right in 

when emergency strikes—indeed, many’s the time the 

district manager himself has dashed out with a package 

of films under his arms to help out a doctor. 

Emergency or no, when you entrust your x-ray problems to Picker, 

you get dependable, capable, prompt service right across the board— 
in equipment, in supplies, in maintenance se¢ rvice. That’s why, 

year after year, thousands of physicians and hospitals 


consistently turn to Picker for all their x-ray needs. 


. 





one source for everything in x-ray [tcker 


NT woe ona 





PICKER X-RAY | CORPORATION 
25 S. Broadway | White Plains, N.Y. 
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SCHOOLS—SPECIAL 
INSTRUCTION 


YING-IN HOSPITAI 








THEY’LL COME CLEAN 


WITH 


KLER-RO “ume: 


a new 
superior 
effective 


detergent 


KLER-RO 


ULMER 


Ne my ot 
ae / 


a single 2-lb. can gives you 42 gal. of 
full strength detergent solution. 


PHARMACAL COMPANY 
Ulmer 


1400 Hormon Place 
MINNEAPOLIS 3, MINNESOTA 








Give the 


VOLUNTEER FORUM 
TO THE MEMBERS OF YOUR 


Governing Board 


The “Volunteer Forum” contains a group 
of carefully selected articles (taken from 
current issue of The MODERN HOSPITAL) 
that have been briefed and digested to 
save time of the trustee. 


Price: The charge is five cents a copy per month 


Minimum order is for five copies monthly 


Published by 


The MODERN HOSPITAL PUBLISHING CO., Inc. 
919 N. MICHIGAN CHICAGO 11, ILL. 


Prevent Breaks 


in 
Aseptic Routine 





FOR POSitive 


The safest, most precise, sTéRLIZATION 
most practical sterilization a 
indicator ever developed si 


Your hospital, too, can protect patients 
against unsterile packs, instruments, and 
rubber goods by using ATI STEAM- 
CLOX to check on autoclave sterilization 


Simple to use high in efficiency low 
in cost... ATI Steam-Clox warn against 
human or mechanical error during the 
sterilization process. You avoid worry 
and eliminate uncertainty because ATI 
Steam-Clox check all three essentials 

of sterilization: Steam, Time, and 
Temperature 


ASEPTIC-THERMO INDICATOR co. AMme2*J 


5000 W. Jefferson Blvd. Dept. MH-15 ee de a 
Los Angeles 16, Calif complete file on Sterilization 
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Specialists in Dishwashing Products 


WYANDOTTE 


CHEMICALS 





Salute—another helpful Wyandotte Chemicals product at work 


Sensational NEW SALUTE removes and 


prevents dish stains! Here’s proof : 





a ANDOTTE service specialist 
L helped Crowley-Milner, De 
troit department store, cure this 


dishwashing headache. On 
china, glasses and sil 


costly 
plasticware, 

ver, SALuTeE can help you, too! 
Within a few months after put- 
ting in plastic service, Crowley- 
Milner found that ugly stains were 
a big headache hard to remove, 
and offensive to patrons. The strong 
bleach used to cure the stains etched 
the plastic itself. Sound familiar? 
Solved by Wyandotte Salute 
Now, on our helpful 


representative's recom- 


mendation, 
Wvandotte SALUTE. 


Crowley-Milner uses 
The result? 
Stains removed and further staining 
prevente d. in the normal process of 
dishu ashing, hy this complete dish- 


u ashing compound 


“We're confident.” says Mr. Rob 
inson, restaurant manager, “that if 
we'd washed our dishes from. the 
beginning with SaLuter, the original 
stains never would have appeared. 
We wouldn't use 
now. We also find SaLuTE excellent 


anything else 


for glasses and silver.” 


This is another case of helpful 
Wyandotte field service, and supe- 





rior Wyandotte products, solving 
tough problems. To discover how 
SaLute, Keeco*, G.L.X.,” 
Wyandotte products can save you 


or other 


time and money, and do a better 
job for you, call in a Wyandotte 
representative. Wyandotte Chemi 
Wyandotte, 
Michigan; also Los Angeles, Calif. 


*REG. U.S. PAT. OFF 


yandotte 
CHEMICALS 


Helpful service representatives in 88 cities 
in the United States and Canada 


cals Corporation, 


Largest manufacturers of specialized cleaning products for business and industry 
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"In the future 


"Here's a chap }} x hope 
worked he'll be more 


65 years... punctual!" 


late only 
once!" 


You Can Depend on Edwards 
Dependability is the watchword of 
America’s hospitals. Edwards contrib- 
utes generously to that dependability. 


rf 


’ 

, 4 _ .\ \ 
Edwards “Soft Speaking” Nurses’ Call 
Systems assure prompt, step-saving at- 
tention to patients’ needs at all times. 
Crystal-clear in tone yet so sensitive they 
Perfection, philosophers say, 1s unattainable. transmit the weakest voice, these de- 
pendable systems operate on standard 
But in designing Edwards signaling equipment, we keep accessories. No special wiring needed. 


striving for it. That's why today .. . and for the Edwards Clock and Program Controls 
synchronized to incoming alternate cur- 
we've never been satisfied . . . rent, enable one or a hundred clocks 
to keep perfect time together. No master 


that’s why we keep everlastingly at the job of staying clock needed. 


past 50 years 


a step ahead through pioneer research and scientific Edwards Paging Systems, “the eyes 
and ears” of a hospital keep vital per- 
planning. That’s why we make Edwards equipment sonnel within easy reach and call... 
page as many as 120 doctors, three at 
as dependable, trouble-free, efficient as human one time! 
ingenuity can nearly perfect as possible. Pratecting Mie and 
property throughout, 
dependable fool-proof 
Edwards Fire Alarms 
are functional as they 
are smart with their 
snug, wall-hugging 
compactness. 


T/ i 
Epwarp % For further information, write Dept. 


World's Most Reliable Time, Communication and Protection M-3, The Edwards Company, Inc., 
Products For Schools, Hospitals, Industry and Homes, Norwalk, Conn. 
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Edited by BESSIE COVERT 


TO HELP YOU get information quickly on new products described in this section, we 
have provided the convenient Readers’ Service Form on page 272. Check the numbers 
of interest to you and mail the coupon to the address given on the form. If you wish 
other product information, just list the items and we shall make every effort to supply it. 


Self-Contained Air Conditioner 


is bein 


t The unit l 

ray. Frigidaire Division, General Mo- 
tors Corp., Dept. MH, Dayton 1, Ohio. 
(Key No. 857) 


Ine Is finished in two-tone 


Plastic Band-Aid Package 
he \id Plastu 


new Band 


novement and comfort 
ter applicatior Johnson & Johnson, 
Dept. MH, New Brunswick, N. J. (Key 


No. 858) 
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ntro 


Tint Glass 
which ab 


evestrain 


iss 


reduces 


and 


I 
bleaching ol 
wWallable. 

It is design build 
%\ | 
iutomobiles entually 


the new flat 


laminated or 


1 fat 


tempered wherever 
the heat 


sacrificing 


use LASS 


suitable. It takes out of sun 


shine without light) trans 
portion of 
the light 
the ¢ 
| Pittsburgh Plate 
Glass Co., Dept. MH, 632 Duquesne 


Way, Pittsburgh 22, (Key No. 859) 


ind absorbs the red 
that 
itted ror it Is 


Hhission, 
the solar spectrum so 


isicr 


ransn 


on } eves. 


Hi-Gloss Interior Panels 


mode rhization ol hospit il 


Economical 


nteriors can be accomplished through 
ise ot Marlite Hi-Gloss 4 


prefinished wal 


This is inev 


| iin 
OSS) and ceiling 


because of 


revolutionary 
mulactul 


| he 


produces 


} 


ranently-bonded 
Marlite 


seals out dirt, 


cost 


CNCLIUSIVE 


heat-bake process 


vrime, moisture, alkalies and mild acids 
thus providing a tinish especially suited 


' , ' 
to many areas in the hospital. Cleaning 


e time are reduced since 


be cleaned by wiping with 
\ 
The 


decorating 


Hi-Gloss ts 


PET LOC 
Marlite 


Horizontaline and ile patterns in 


complete range ot colors to harmonize 
with any decorating plan. is easil 


quickly instatied : 
nan P 1 | t 1 tit | 
panels are Quickly cut and fitted, 


H1-Gloss 1 especially suited tor 


wu material 


in entrances, 


MA ting rooms, iboratories, Oper 
t . kitchens and in other 


Marsh Wall Products, Inc., Dept. MH, 
Dover, Ohio. (Key No. 869) 


rooms reas 


Lamidall Moldings 
Wood-grain mold 


tectly any Lamuidall wood-grain 


The 
(Continued on page 230 


panels ire now IVaANADIC 


' 
are made ot extruded alumi 


num with a decorative plastic laminated 
Their use pro ides 1 continuous 
eflect 


anets, at corners, edges 


face. 


wall pattern with no noticeable 


break between | 
or tops. They are produced tor use with 

inch thick Lamidall panels tor walls, 
ceilings and top Woodall In- 


dustries, Inc., Dept. MH, 3500 Oakton 
St., Skokie, Ill. (Key No. 861) 


surlaces 


Short Safety Sides 


Hill-Rom 


weight 


Side sia 


which ts at 


The 


hort 


new Satety 
light 


vu urd 


tached to the head end of the bed only. 


, | 
It can be ratsed or lowered trom one 


position to the other with one 


It 4s 


finger. 
anodized aluminum, 


} pounds, 


made o 


weighs only sever and can be 


iutached and adyusted by 
The 


easily attached to any hospital bed, wood 
height 


handled, even 


1] 
small nurses new sides can be 


or metal, including adjustable 


beds. 

The 
reminder 
it the 


he may 


1 | 
new sides were ce veloped as a 


rather than a restraint. since 


patient has the physical strength, 
the ull 


climb over length side 


guard With 


the short Satety Side the patient is kept 


and have a= serious tall 


falling bu t out of bed if 


Also the side ts a help to the 


bed and 


irom 


desirable 


can ge 
patient in getting in 
in raising himselt 
The Satety attached to 
the head the 
When the ad 1 is raised the 


new Side ts 


rest’ section ot spring. 


Salety 


The 
use of the 
ad \ up the 
bed. Hill-Rom Company, Inc., Dept. 
MH, Batesville, Ind. (Key No. 862) 


Satety 


Side with 


1¢ 
aoes 


overbed table or wut manning 
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Specified for 


100 


SURGICAL USES: 
Vaseline Sterile 


TRADE Mann 6 


Petrolatum Gauze 


Adopted as standard procedure by 
surgeons, as preferred matériel by 
nurses, these superior dressings are 
used as wound coverings and pack- 
ings, as plugs and drains—as well as 
being the most widely-used defini- 


tive dressing for burns and abrasions. 
Adopted, because these ready- 


made dressings—packed in heat- 
sealed foil-envelopes—save time, 
motion, material... eliminate mess, 
bother, wastage, spoilage, equip- 


ment clean-up. 


Insist on these superior dressings 
in the foil-envelopes 


CHESEBROUGH MFG. CO., Cons’d 
Professional Products Division 
NEW YORK 4, N. Y. 


VASELINE is the registered trade-mark of 
the Chesebrough Mfg. Co., Cons’d 


hose revolves ina volves on its own 
complete 360° arc axis in a 360° arc 


NEW! 


ELECTRIC-AIRE 


portable dryer 


DESIGNED AND ENGINEERED 
SPECIFICALLY FOR USE IN 
HOSPITALS! 


@ Saves Personnel Hours 

@ Shortens Cast Drying Time 

@ Completely Portable & Ad- 
justable 


The Electric-Aire Portable Dryer fills 
the hospitals’ urgent need for a 
dependable, portable, adjustable, 
quiet, fast drying, warm air unit 
Its use will save hours of person 
nel's time, while giving safe, com 
fortable, fast drying treatments to 
patients 


The Electric-Aire Portable Dryer 
s used for fast setting ond dry 
ing of any cast. Warm air can 
be directed to any portion of the 
cast. Temperature and velocity 
of the air can be adjusted and 
locked’ by nurse or attendants 


SHOCK TREATMENT 
& BED WARMING 


Shock patients are quickly warmed 
by inserting the nozzle under bed 
cover xed can be quickly 
and complete 

5 minute 


patient 


HAIR DRYING 
The Electric-Aire Dryer is unex r ; 
SRN) 
— - ) Vi 
- 


celled as a hair dryer. It can be 
Mounted on a sturdy, free rolling, 
heavy metal stand. The counter- 
balanced shaft permits Dryer to 
be elevated or lowered with ease 
Safety lock screw prevents slip- 
ping. Height adjustment from 36 
Flexible, rotating Drying unit re to 50 Casters spaced and unit 


placed at the patients bedside 
and adjusted to any height or 
position will dry the heaviest 
head of hair thoroughly in 3 
minutes 


weighted as to be practically 


adjustable to giving an non-tilting 
nnumerable posi added six inches 
tions of movement 


DESIGNED & ENGINEERED BY THE ELECTRIC-AIRE 
ENGINEERING CORP. . . . FOR MORE THAN 30 
YEARS SPECIALISTS IN THE ELECTRIC DRYING FIELD 
Established Canadian Distribution 
For Complete Details Write to: DEPT. H 


ELECTRIC-AIRE ENGINEERING CORP. 
209 W. JACKSON BLVD., CHICAGO 6, ILLINOIS 
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At right, your most eco 
nomical, long-run secu 
rity-screen buy! Cham 
berlin Security Screens 
are, pound tor pound, the 
heaviest, strongest mac 
They provide extra-long 
lite at lowest possible 


maintenance cost. 





Rune » geo 
Temron « gene 
Rowan 1 wee 
Se eaeanan oae8 
Sececenasas 


Neurological Building, 
Philadelphia General Hospital 





hat Philadelphia General Hospital bought 
in its 2,201 Chamberlin Security Screens 








For use in its recently com- 
pleted Neurological Building, 
Philadelphia General Hospital 
bought 2,201 Chamberlin S« 
curity Screens—306 Detention 
type, 1,410 Protection-type, 185 special Protection-typc 

\bout the latter: At time of purchase, Philadelphia 
General needed only insect screens for rooms that 
would /ater house disturbed patients. “To avoid th 
expense of replacing complete insect screens when 
change-over was made, 485 Chamberlin Protection 
Screen frames with aluminum insect screen cloth were 
installed at the recommendation of the Chamberlin 
Advisory Service. 

\s disturbed patients occupy rooms, simple, inex- 
pensive switch to Chamberlin’s heavy stainless-steel 
wire cloth provides needed detention strength of 
Chamberlin Screens, which also act as insect screens. 

To the obvious savings above, add important yearly 
maintenance savings and top security-screen perform 
ance and you know what Philadelphia General 
Hospital bought in its 2,201 Chamberlin Security 
Screens. Check these famous Chamberlin features 
against your needs: 

PERFORMANCE—Chamberlin Security Screens deliver 
safe, sure, humane detention and protection year in, 
vear out. That almost goes without saving 


SAVINGS—Chamberlin Security Screens deliver im- 
portant yearly savings. For instance, their extra-heavy 
construction outlasts severe attacks, usual forcing, 
prying, picking. Repair bills go down, stay down. 
loo, Chamberlin Security Screens stop glass breakage, 
grounds littering; cut maintenance costs substantially. 
ADVISORY SERVICE—Chamberlin Advisory Service will 
help you save every possible cent, as it has done for 
architects, contractors, and institutional managements 
during 14 years of specialization in this field. Write fon 
informative folder on Chamberlin Security Screens 
Detention, Protection, or Safety types. Or let us give 
you exact data on the specific security-screen needs 
you have in mind. 


Modern institutions turn to ————— 
aa 


CHAMBERLIN 


CHAMBERLIN COMPANY OF AMERICA 





— For modern detention methods 


CHAMBERLIN COMPANY OF AMERICA 


Special Products Division 
1254 LA BROSSE ST. . DETROIT 32, MICHIGAN 


CHAMBERLIN INSTITUTIONAL SERVICES also include Rock Wool Insulation, Metal Weather Strips, All-Metal Storm Windows, and Insect Screens 
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What's New... 


X-Ray Processing Hangers Cable Wire Suture 


1] Iwo new packaging mnovations have 
Hiv or in a continuous 


Pittsburgh Reflector Co., Dept. 
MH, 419 Oliver Bldg., Pittsburgh 22, Pa. 
(Key No. 864) 


’en announced tor convenience in han 
ling “Cable-Wire”™ sutures, the twisted 
wire fine sutures with the pliability otf 
silk. Many strands are used to torm a 
mooth, unbreakable ur | extreme 


Hexibility. The 100 teet spools are packed 


Tube Brush 
SEE 


m new transparent pi: 


stant checking and 


Cav Pre r ver Au om | 1 tubes wi me dozen ) 
vt mult tor long They ™~., inch lengths S nurses time m_ pre 
ie availa t ‘ Kod ray ve preparation. United Surgical 
r ; “ Eastman Kodak Supplies Co., Dept. MH, 160 E. 56th 
Co., Dept. MH, Rochester 4, N. Y. (Key St.. New York 22. (Key No. 866) 

No. 863) 


Sead 


Fluorescent Luminaire 


Norwi 


ind can Lye 
h hea American Hospital Supply pipes and other « tions. Flexrock 
Corp., Dept. MH, Evanston, Ill. (Key Co., Dept. MH, 3699 Cuthbert St., 


i ‘ 


ee ee 


No. 865) 


Philadelphia 4, Pa. (Key No. 867) 


Continued on page 234 





S 


tne 


te 
fist! 
WITH WATER CONDITIONING 
EQUIPMED — 








WATER REFINING EQUIPMENT 


—_— Sw Sl sl 


WRITE FOR FREE 
BULLETINS ON HOW 
REFINITE CAN SERVE 

YOU. ADDRESS: 


DEPARTMENT MH-A 


S wi Kay WOOLERS* 


beautify and protect all floors! 


Ail types of floors . wood, terrazzo, marble, lino- 
leum, and rubber, asphalt or ceramic tile . . . are made 
more beautiful with Sun Ray Woolers! Used with any 
single disc-type floor machine, Sun Ray Woolers pro- 
vide an efficient, effortless way of cleaning, dry scrub 


bing, polishing, and wax-finishing any floor surface! 


Write today for free descriptive literature! 


Another 
Suw Steel Wool Product 
Manufactured By 


THE WILLIAMS COMPANY 


250 WEST FIRST STREET * LONDON. OHIO 
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ATLANTA, GA 





ARCHITECT: STEVENS & WILKINSON 


Georgia Baptist Hospital, 
Atlanta, Georgia 
QUIET by 
*IBERGLAS 


ACOUSTICAL TILE 


Typical patient room, Georgia Baptist Hospital 


QUIET by 
. pe? FIBERGLAS 
eee a Fire-Safe CUAL ne ; Coane ; 
. .. WITH FIBERGLAS* ‘a , | 
ACOUSTICAL TILE 


Kitchen, Evanston Hospital, Evanston, Illinois 


Making every room a “quiet zone” in your hospital can be 
accomplished for surprisingly little with Fiberglas Acoustical 5 . 
Tile. Its one of the lowest cost mineral-type acoustical ma- . High Acoustical Value 
available. It will not burn or contribute to the Good Light Reflection 
spread of fire. 

Inherently sanitary and dimensionally stable. Fiberglas 


Acoustical Tile will not warp provides no sustenance for F 
neither absorbs nor gives off odors. Decorative Beauty 


terials 


Easily Applied 


vermin or rodents 

if you are planning modernization of your hospital. or Washable —Paintable 
building a new one. ask your architect or contractor to 
specify Fiberglas Acoustical Tile. There’s a Fiberglas 


acoustical contractor listed in the yellow pages of your phone ? 
book. Call him today, or write to: Owens-Corning Fiberglas Non-combustible 


High Insulation Value 


Corporation. Dept. 111-C. Toledo 1. Ohio. 


7 \ 
‘((SOUND CONTROL PRODUCTS 


a 


.* —_ = : aii : 
*Fiberglas is the trade-mark (Reg. U.S. Pat. Off.) j ot ~ < 
of Owens-Corning Fiberglas Corporation for a a t | | 


voriety of products made of of with fibers of glass. 


Acoustical Noise Stop Ceiling Membrane Faced 
Tile Boffies Board Acoustical Tile 
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Nurseries ... Operating Rooms... Entrances... Hydrotherapy... Food Storage 


Trane Air Conditioning Serves Everywhere in the Hospital 


Hospital heating, ventilating and air conditioning 
problems o* any size or complexity can be handled by 
the Trane line. 

In Nurseries ... where drafts and fluctuating tempera- 
tures are taboo, Trane Convectors protect infants by pour 
ing a blanket of heat over cold walls and windows, by 
gently circulating this clean, easily controlled warmth to 
all parts of the room. In corridors, patient rooms, offices 
and throughout hospitals, these compact wall-hugging 
successors to the cast iron radiator save valuable floor 
space and provide dependable, low-cost heat. 

In Operating Rooms... dry air complicates surgery 
with rapid tissue dehydration. It also encourages static 
. always a hazard near inflammable anesthetic 
fumes. By increasing humidity to the proper degree, 
Trane Climate Changers relieve this danger. In addition, 
they promote comfort and efficiency by supplying heated 
or cooled air, filtered and blended with fresh outdoor air. 


sparks 


At Entrances... busy doors admit icy blasts that cause 


uncomfortable cold drafts in waiting rooms and corri- 
dors. Trane Force-Flo Heaters supply a curtain of heat 
that neutralizes this cold air at its source. 

In Hydrotherapy ... humidity and stale air can quickly 
become unpleasant. To solve the problem, Trane Unit 
Ventilators blend fresh outdoor air—filter, heat and cir- 
culate it as desired. 

In Food Storage... spoilage, shrinkage, vitamin losses 
and danger of contamination are always a problem. 
Trane Cooling Coils team up with Trane Fans in a 
minimum of space to provide ideal storage conditions 
that keep foods fresh and safe longer. 

Whether it’s operating rooms, nurseries, entrances, 
hydrotherapy or food storage, Trane heating and air 
conditioning serves everywhere in the hospital. 


Whatever your hospital heating, cooling, 
ventilating or air conditioning problem is, 
look for the answer in the complete Trane line. 


MANUFACTURING ENGINEERS 
OF HEATING, VENTILATING AND 
AIR CONDITIONING EQUIPMENT. 


Whether it’s the busy front en 
trance or an emergency door 


way, Trane Unit Heaters blank- 


et it with heat to offset heat 


loss and check icy drafts. 
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In physiotherapy rooms where 
ventilation without drafts is 
needed, Trane Unit Ventilators 
serve efficiently from safe, 
round-cornered cabinets. 


One of the multitude of hospital 
jobs handled by Trane Coils and 

‘ans is the cooling and refriger- 
ating of food storage rooms and 
walk-in lockers. 


THE TRANE COMPANY, LA CROSSE, WIS. 
Eastern Mfg. Division, Scranton, Pa 


Trane Company of Canada, ltd . Toronto 


OFFICES IN 80 U. S. AND 
10 CANADIAN CITIES 
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elev mCTalo)ollilem meh d-1e 
on Your Floors 


Core FLOOR WAX 


ANTI-SLIP One sure way to reduce falls caused by slippery floors ... is to 


finish your floors with Ves-Cote. 

There is a reason: Ves-Cote contains “Ludox’’*, DuPont’s new 
colloidal silica. These millions of tiny ““Ludox” particles—integral 
parts of Ves-Cote—act as “stoppers’’ whenever a shoe touches 
them... actually grip the shoe with each step. 

But, safety isn’t the only feature of Ves-Cote: in addition, it dries 
to a high lustre, is long wearing, water resistant and easy to apply. 

With Ves-Cote, you can have eye-pleasing floors that are safe to 
walk on... try Ves-Cote and the results will convince you. 


PROTECTION 


Mail This Coupon TODAY! 


VESTAL, INC., 4963 Manchester, St. Louis 10, Mo. 
[Have your Vestal representative demonstrate VES-COTE for me 
Send me a FREE copy of FLOOR FACTS—A guide for treatment 


ance of all types of floors 


VESTAL: sr tect tc: me. 
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What's New... 


Incandescent Lighting Products 


\ group of new, wide area prismatic 
units for incandescent lighting applica 
tions has been introduced. They are the 
75 new products which will be 
the 
months. Designed tor lighting building 


first of 


released throughout next seven 


entrances, gate entrances, garage courts, 
driveways, storage areas and yards, the 


new units have weather-proot construc 


The 


tion and attractive, modern lines 
upward light trom the lamp is redirected 
to downward light by the inner reflect 


ing surface of the hood. The downward 


reflected light and the downward light 
from the lamp are bent upward and out 
ward by the prismatic glass to give ex 


tended light distribution tor protective 


as well as utility lighting over wide 


areas. It also provides high angle light 


effective ver 


illumination ot upper 
The effective 


1s upwards ot five times 


for 
tical surtaces. radius ot 
light coverage 
the mounting height above the ground 
or floor. The Art Metal Co., Dept. MH, 
1814 E. 40th St., Cleveland 3, Ohio. 


(Key No. 868) 


“Tiny Tot’ Wheel Chair 


\ miniature of the Everest & Jennings 
Model Wheel 


children 


Standard Universal 


( haw Is now available lor up 


CATALYTIC 
PROCESS 


Eliminates 
SCALE 
AND REDUCES RUST 


in Boilers, Heaters & Water Systems 


SOLA is the modern Catalytic process that prevents 
the formation of scale and gradually reduces old scale 
and corrosion in hot and cold water systems, creating 
crystal clear water without any change to the chemi- 
cal structure. Less expensive than 
any other treatment. Simple to 
install and operate. 







ADDRESS 


ciry 





Seud for FREE BOOKLET 


CATALYTIC CO. 


520 BROWDER ST., DALLAS, TEXAS 


to five Footboards are ad 


years ot ape. 
tor different ages and the chair 


is designed so that the child can maneu 


justable 





ver it by wheel handrims. A_ plastic 
grip pushing handle is provided tor an 
attendant when desired. 

The “Tiny Tot” Wheel Chair is rug 


gedly constructed of chromium plated 
tubular steel with sturdy leatherette ham 
mock seat and head height back. It ts 
built to stand up under any abuse which 
might result trom use by children. Up 
holstery is of U.S. Naugahyde Plastic 
which is acid resistant, water repellent 
and easily cleaned with soap and water 


(Continued on page 238) 


Send for 







No. 19 


Ei 


BULL 





CHENLAUBS 


It is available in several colors. When 
not in use the chair tolds with one easy 
motion mto a compact form tor storage 
and easy transportation. Everest & Jen- 
nings, Dept. MH, 761 N. Highland 
Ave., Los Angeles 38, Calif. (Key No. 


869) 


Reach-In Freezer 


Reach-In 


storage 


The 
Type Freezer 
has a total storage capacity of 15 cubic 
feet 


new Jordon upright 


tor trozen tood 
500° pounds of 
tray 
ice cube trays is included 


Model l | 15 The 


is engineered with retrigerated treezer 
g ¥ 


or, approximately 


food. A quick-freezing ice cube 


shelt with tive 


in the Jordon unit 


plate shelves which puts every food pack 
age either in direct contact with a treez 


ing surface or in close proximity to tt. 


The new UF-15 requires a minimum 
inches high, 40 


ode } 


of floor space, 1s 


inches wide and 31 inches deep, includ 
ing door and hardware. It permits easy 


cataloging of contents and a closer check 


ot inventory. All food is within con 
venient reach and at eye level. The 
freezer cabinet has a continuous 6 inch 


blanket of 
refrigerated by a hermetically sealed re 
frigeration system. Jordon Refrigerator 
Co. Inc., Dept. MH, 58th and Grays, 
Philadelphia 43, Pa. (Key No. 870) 


Fibreglas insulation and is 


this Helpful Bulletin 





31 
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For Better Furniture 
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BUTLER ST., PITTSBURGH 1, PA. 
ESTABLISHED 1873 
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PREFERRED 


HOS P 1 


TAL 


PLUM BIN 


Crane's Highly Perfected 


CLINIC SINK 


Typical of Crane’s full line of 
specialized fixtures for hospital 
use, this Crane Clinic Sink is 
designed with studied respect 
for every possible contingency 
in use. Like all Crane hospital 
fixtures it was perfected in co- 
operation with medical author- 
ities. 

See your 1952 Hospital Pur- 
chasing file for information on 
the improved Crane Line of 
hospital fixtures. Select them 
through your Crane Branch, 
Crane Wholesaler, or local 


Plumbing Contractor. 


NE CO 
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MADE OF LASTING 


Mpjuraclay 


This genuine vitreous glazed earthen- 
ware, developed by Crane Co. for 
large sanitary fixtures has been proved 
in hospital service for more than 10 
years. Its homogeneous texture with- 
stands thermal shock and its glisten- 
ing glazed surface is proof to acid, 
stain and abrasion—wipes clean with 
a damp cloth! 





FEATURES 


Bigness thot permits easy emptying of bed- 
pan and buckets without touching ware. 
Bigness of water surface that minimizes soil- 
ing, improves sanitation. 

Dial-ese Control for smoothness of opera- 
tion and blending without sudden tempera- 
ture changes. 

Dependable flush valve and full syphonic 
flushing action. Large trapway that passes 
wads of cotton and gauze without clogging. 
Bow! equipped with flushing rim for maximum 
sanitation. 

Pedestal mounted, for convenient height, 
waste may be run to floor or wall 


FITTINGS * 


G 


GENERAL OFFICES: 836 SOUTH MICHIGAN AVE., CHICAGO S 
VALVES @ 
@ PLUMBING AWD HEATING 


PIPE 
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AERO-KROMAYER 
by HANOVIA 


FOR ACCURATE 
CONTROL IN LOCAL 
ULTRAVIOLET 
APPLICATION 

TT Pf 


FASTER and SAFER 
HANDLING of WALL 
and CEILING AREAS... 





SCAFFOLDS 


@ The Baker Scaffold, with its fully adjustable plat- 
form, allows the placement of men at different levels, 
so that wall areas may be covered faster. The large 
working platform (13.8 sq. ft.) is adjustable for every 
3 inches of height, even when units are stacked to 
reach high ceilings. 

Self-locking trusses give added security and speed 
in assembly. There are no bolts, nuts or other loose 
parts to be lost. The absence of "'X-Braces’’ permit the 
use of Baker Scaffolds in occupied areas .. . they 
readily span furniture, machinery, stockpiles and 
equipment. 

Write today for the name of our nearest distributor 
who will be glad to give you complete information on 
Baker Scaffolds for your particular application. 





Write today for Bulletin 522 
Distributors in principal cities. 
Listed under Reexamination Service, 








just off the press — new booklet Underwriters’ Laboratories, Inc. 
“Ultraviolet Radiations in Eye, Ear 
Nose and Throat Conditions, "’ tree on 


request. Write Dept. 315-C y 
2 1 BAKER-ROOS, INC. 


“BAKER 
SCAFFOLD 602 W. McCARTY STREET 


HANOVIA 
INDIANAPOLIS 6, INDIANA 
Chemical & Mfg. Co., Newark 5,N. J. 
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TWO NEW ITEMS 


...for more efficiency 
...for more economy 


Aloe Hospital Lotion— More economical, superior 


to alcohol for body massage 


Now available with label bearing name of hospital 


refreshing, and cooling 


menthol 


ind hexadecan 


frou 


stearic 


whiet 


sand-blasted 


JS3693A —Aloe Hospital | 
ta () carton) j 
lh > dozen 
In 600 dozer 
JS3693A Same 
lots of 144 
JS3693B- San 
In lots of 
In lot 


ni 


J$3693C—Plastic Lotion Dispens r-operated 


sump type: screws o » per dozen 
I I 


ANGELES e NEW ORLEANS e@ KANSAS CITY e 
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Bottle- 


> dozen 


$3.85 


3.45 
3.40 


3.10 
3.65 
3.55 
3.35 
3.25 


2.20 


MINNEAPOLIS 


New Turnalo Garment —For Involuntary 
and Incontinent Patients 


Provides ideal protection for ambulatory cases 


This recent development for difficult invalid eases 
is a water- and acid-proof garment designed to be 
worn by ambulator I ridden pat 
involuntary « 
of Firestone n. eles nd fash 

Velon is soft and pleasant next 

shi 1 will not become hard and brittle 

ifter repeated use Pockets front and back are 
designed to hold cellucott 


immediate absorbency The garment may be laid 


ind therefore supply 


out flat and the patient rolled onto it lies and 
» adjustable fitting ind required ventt 

lds the paddin in correct 

i Because the garment fits 

bach, ft ind sides ideal for 


ory patients. Easy to « may be washed 


mapand water. Withstands heat. In ordering 
Waist measurement in inche \vatlable in the 
following sizes: Junior, 25-31: small 32: medi 


um, $1-37; large, 37-42: extra large, 42-18 

JS3824 New Turnalo [nvalid’s Garment (please 
specify size), each $4.25 
In lots of 6, each 4.00 

In lots of 12. ea 3.50 


Sizes may be iss quantity prices 


a. s. aloe company 


AND SUBSIDIARIES 


1831 Olive St. « St. Lovis 3, Mo. 


e ATLANTA e WASHINGTON, D.C 








What's New... 
ind arm at the same time and tor 


X-Ray Control occupy a minimum of space, a 4 leg 

Fluoradex “500” MA X-Ray  *¢lt-contained so thi ire no instal- — the feet, lower linbs and arms. The 

Control is completely automatic. It is lation problems, and are equipped with Rocke Hydrotherapy Baths have been 
wcepted by the Council on Physical 


electronic mn operation ind quiet in use : 
Se hes thute-ew eile stated oi Medicine of the American Medical As 
t | s yirt WO Cicer Wal WnNea Sta 
socmition The twin-eturbine circulators 
tions tor radiography and t hlm and 
' ire designed to aerate the entire tank so 
nay be idjusted to any SIX Statrons . } ‘ | } j 
, e no pot 
between 10 and 500 MA. as desired It ee nee ee ee 1 
abe x ee ae ape ; action is provided throughout the tank. 
I 0 hnecessa 0 rw doctor oO ecn “ . . 
' Wm. Rocke Co., Inc., Dept. MH, Box 
niclan to position the patient and push p 4 22 , ' "4 
_ 623, Bloomington, Ill. (Key No. 872) 


the x-ray switch: the actual exposure 


untiorm 


other factors are entirely automat 
unit may also be used as a manual co J . | ; ’ 
trol for unusual x-ray technics. Soft Drink Dispenser 


j 


compact in design ind may be installec | 


Four different flavors of carbonated 
either against the wall or in the wal soft drinks, plus plain soda and ice water 
for flush installation. Westinghouse } can be dispensed from the new soft drink 


Electric Co., X-Ray Div., Dept. MH, , dispenser recently introduced. It comes 
2519 Wilkens Ave., Baltimore 3, Md. " in a variety of models with three-way 
(Key No. 871) : 3 faucets a labl either the tront ot 


the cabine vooseneck type on 
the top ot the cabinet. It ts complete 


with an attached cabinet tor syrup tanks 
| 


Hydrotherapy Baths which can be Kept away trom the dis 


\ series of hydrotherapy baths, tor penser or lett attached. 
The new Unitlow dispenser incor 


immersing leg, arm, leg and arm, or the 
whole body, ts available tor vigorous, mobility porates a Liquid Carbonic carbonator 
Model 45, illustrated, ts -turl with the necessary retrigeration, fittings, 
restrictors. It should be of 


wack bars, personnel 


ertical water action, simulating mas 
; 


ye The Rocke Hydrotherapy Baths unit tor treatment 


constructed of 16 gauge stainless The inside dimensions 


quar 
leep and 46 inches lon t id nurses’ homes as we as tor 
irculator motors ul t has three switches, tor individual ci lunch rooms and. cateterias. Uniflow 


lu | ulator tors and the drain pump. Mfg. Co., Dept. MH, East Lake Rd., 
lesigned tor treatment Erie, Pa. (Key No. 873) 


Te | Veo} | 
seamless welded with beaded rim Wid nehes ¢ 
mounted and enclose 


(Continued on page 242) 





2 
. 
: 
: 
: 
> 
| 
5 
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AVOID COSTLY REPLACEMENT 
ne LEONARD 


: | 
STORAGE TANKS LP , tS; 
MADE EVERLASTING Looe i 
WITH ROCK-TITE STONE 
LININGS 








in 
e@ The cost is less than for a new tank . ; SHOWER MIXING 
e The job can be guaranteed forever ’ . ' VALVES 


e Insured by LLOYDS OF LONDON 
against loss or repair from rust and For accurate control of showers, sitz 
other forms of corrosion. 

baths, X-ray sinks, arm and leg baths, 
ROCK-TITE STONE will rehabilitate pitted, leaky or over 
in fact wherever water temperature is 


aged storage tanks of all types. The lining insures clean 
sanitary conditions and provides positive protection against to be controlled, there is a LEONARD 
‘ 


costly maintenance. ROCK-TITE will protect new installa 
tions as well as salvage old tanks VALVE “Designed for the Installation. 


@3 


Installations in Service Over 20 Years 
ROCK-TITE STONE linings are used by leading hospitals Write for Catalog H 
schools, colleges, hotels and industrial plants throughout C d d C 
the country ondensed, 





f . ‘ . = 
Write today for descriptive brochure Representativ es in Principal Cities. 


CHAS. J. RILEY & SONS 
6352 N. Maplewood Chicago 45, Illinois LEONARD VALVE COMPANY 


Nation Wide Service 1360 Elmwood Avenue, Cranston7, R. I. 
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nteresting facts 
about acoustical materials 


How long are acoustical materials effective? 


Any good acoustical material will retain its noise 
quieting properties indefinitely. Even repeated 
painting will not harm the efficiency of a material 
like Armstrong's Cushiontone. All Armstrong 
acoustical materials are durable . . . won't warp, 
shrink, or mold in normal humidity . and won't 


harbor Vermin or odors 


Why are some materials perforated and others 
“fissured”? 


Acoustical materials have surface openings where 
sound may enter and be absorbed. Materials like 
Armstrongs Cushiontone, with geometric pertora 
tions, offer high efficiency at lowest cost. Fissured 
materials like Travertone have been de signed for in- 


teriors where unusual beauty is required 


Can acoustical ceilings be applied to curved 
surfaces? 


Because acoustical materials are made in small tile 
form, they can be cemented directly to surfaces 
where the curve is very gradual. Where the material 
itself must actually bend, however, Armstrong's 
Corkoustic is recommended. Corkoustic, made of 


pure cork, offers some flexibility 


FREE BOOKLET: “How to Select an Acoustical Material” answers 
nany questions about sound conditioning. Write Armstrong A) 
Cork Company, 5703 Stevens Street, Lancaster. Pennsylvania 


CUSHIONTONE” 


OARD 
ORATED A : : 


sBesT os 8 


TRAVERTONE MINATONE 
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Hospitals equipped with Spencer Vacuum Clean- 
ing will never have a dry mop cleaning problem. 
A Spencer Mop-Vac cabinet is located in a service 
closet on every floor. No extra steps—and ail the 
dust goes down the vacuum system to the basement. 

The Mop-Vac consists of a slotted plate mounted 
flush in the floor or on a box cabinet with a foot 
operated valve. Open the valve and air rushes 
through the slot. Pass the mop over the slot and 
the high velocity air agitates the strands, and re- 
moves the dust. Dust cloths are cleaned the same 
way. 

Standard Spencer Vacuum Tools connected to 
the Stationary System may also be used for gen- 
eral cleaning of floors, walls, furniture, mattresses 
or hard-to-reach places, such as air conditioning 
ducts and grills. 


SIX DIFFERENT TYPES 


Cabinet units are made in three 
types: The open type illustrated 
above, and high and low enclosed 
cabinet types. 

The simple attachment illustrated 
at the right may be inserted in the 
Spencer baseboard inlet valve. The 
Spencer floor valve may be con- 
nected to the pipe system under the 
floor, and a box type is available 
for attaching to the Spencer Port- 
able Vacuum Cleaner. Ask for Bulle- 
tin No. 138-C on Spencer Mop-Vac 
and Bulletin No. 133 on Stationary 
Vacuum Cleaning Systems. 


SPENCER 


club chair 
5121 

Overall 
Width 28” 
Depth 32” 
Height 30” 
\l<o without 
irms 


low 

back chair 
3406 
Overall— 
Width 28” 
Depth 29” 
Height 29” 
\lso without 


arms 


high 
back chair 
3407 


Overall 


Thonet gives you these advantages 


© quality —the finest in furniture since 1830 

© styling —exclusive designs, lovely finishes 

¢ durability —sturdily built for years of service 

* comfort—engineered for maximum ease 

* planning service—layouts and blueprints 

© price—most reasonable because of our large 
volume production 


Write for illustrated folder. 


DEPT K3 


ONE PARK AVENUE 
NEW YORK 16, N.Y 


SHOW ROOMS: 
NEW YORK e CHICAGO 
STATESVILLE, N. C.e DALLAS 
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Trucks 


: for Fast, Quiet Handling 
: Of Trays and Dishes 


*% Sanitary — easy to clean — no cracks or crevices 
to invite bacteria 


Now Stainless Steel 


. 
*& Durable — Jife-time finish, sturdy welded construction, 
rugged wheels and casters. 


for Sanitation, Durability 
and Appearance - 


% Bright — cheerful, rust-proof stainless steel 




















Tray Truck... 


Model 10 — 6406-6 Stainless Steel Dish Truck 
trucks are attractively styled 
many years of 


10 — 6332 Stainless Steel 
provide 


Model 
Corner posts are 1',” diameter stainless stee! tub 
ing. Heavy gauge shelves have double thick 
rubber 
dish 
steel, 


These Colson 
stainless 


edges for extra strength and an embossed recess 
helps keep trays in place. Heavy-duty 

bumper protects truck, other equipment and walls 

Swivel type ball-bearing casters with cushion 

rubber tires float heavy loads quietly—effortlessly and sturdy enough to 

This deluxe tray truck is one of over 30 different efficient service. Edges are double thick for extra 

strength, frame is 1',” tubular 

shelves are 16 gauge type 302 stainless-clad 

All joints are welded, ground smooth and polished 

Front wheels are 10” diameter, rear wheels are 

5”—all have replaceable cushion-rubber tires and 

ball-bearing hubs to insure fast, quiet operation 


COLSON models 


Write for catalog H-2 for details on the complete line of COLSON wheel 
nt for hospitals and institutional use, or consult the yellow pages 
Casters”) for the local COLSON office. 


(under 


ELYRIA, OHIO 
LIFT-JACK SYSTEMS + 

* DISH TRUCKS 

241 


TRAY TRUCKS 


INDUSTRIAL TRUCKS AND PLATFORMS 
WHEEL STRETCHERS + INHALATORS 


THE COLSON CORPORATION 


CASTERS 
WHEEL CHAIRS 
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What's New... 


Room Air Conditioner 


Carrier has added a new, low-priced 


h.p. window sill model to its line of 


room ai conditioners. It embodies the 


same engineering, construction and de 


sign present 


gn standards teatured in_ the 
model 


The 
1; 


the demand tor 


line ol to | h p. models 
veloped to 


was de meet 


conditioners for small 


room ir othees, 


small patient rooms and other spaces 


which do not require larger capacity am 
conditioning eq lipment 


The 


tionless hermetic 


, 
new unit uses the Carrier vibra 


compressor and has a 


1 heavy pauye cabinet. It ts 
prod 
which 


streamlines 


uced in the new pearlescent 
1s designed to 


room decorative 


he ing 
harmonize 
Win 


equipped with a 


tinish 
with any scheme. 
dow mountings are 
special new weatherproof seal which has 
been tested to withstand wind and rain 
Fingertip controls can be set for cooling 
ind dehumidification with either outside 
for ventilation only with 
filtered outside air. Carrier Corporation, 
Dept. MH, Syracuse 1, N. Y. (Key No. 


874) 


or room alr, OF 


X-Ray Film Corner Cutter 
Che 


operated X-ray 


new Picker cast’ metal, hand 


has 


plated guides along the edges 


film corner cutter 


chrome 


Watchword 
Watch-watchers 


For today’s BUSY physician— 
it’s Foille First in First Aid” 
in the treatment of burns, minor 


wounds, abrasions in office, 


accurately 


to facilitate placing the film in the cut 
ting position. A transparent guard pro 


vides protection against the cutting edge 


the 


cut 


visualization ot 
| The 


penny 
operation 


while permitting 


position of the film cut. 


ter is simple and positive in 
and eliminates sharp and jagged corners 
It cuts the corner of lm cleanly 
The cutter is finished 
in glossy black. Picker X-Ray Corp., 
Dept. MH, 25 S. Broadway, White 
Plains, N. Y. (Key No. 875) 


} ly 
ol film 


on a circular arc 


Plumbing Maintenance Tool 


Removable faucet seats can now be 


reformed with the new type 


(Continued on page 246) 


cutter for the patented Bibb Seat Re 
forming Tool. With the new tool, it is 
inventory of 


unnessary to carry a large 


types and sizes ot replacement seats and 
time is saved in searching tor the proper 
size. With the new 


Seat ¢ the 


Sexauer Removable 


. 1 
utter, same removable seat 


can be reformed three or tour times, as 
needed, and the job of reseating can be 
the new 


increasing 


Use ot 
thus 
the 


done in three minutes. 
the 
contact 


seat, 
with 


cutter widens 
the surface 
producing easier shut-off and lengthen 
ing the lite of the washer. J. A. Sexauer 
Mfg. Co., Inc., Dept. MH, 2503 Third 


Ave.. New York 51. (Key No. 876) 


washer, 


Refrigerator Suction Valve 


\ new suction valve of the plate type 
lor use in retrigerating machines using 
ammonia is being introduced by Frick 
Known Garland, the 
has moving parts weighing 
one the 


lormer valve and the ring plate has an 


Company. as the 


new valve 


sixteenth as much as those in 
opening on each side, giving the same 
port area with about half the litt. The 
Garland valve is a complete assembly 
It is made interchangeable with tormer 
poppet Frick 
pressors of the vertical 


Frick Company, Dept. MH, Waynes- 
boro, Pa. (Key No. 877) 


valves in ammonia com 


enclosed type. 





Bed... 


for 


“ | EVERY 


SECOND LOST 


COULD HAVE LOST 
A HUMAN BEI 


CHILDREN 


SAFELY ESCAPED). ” 
RAGING FIRE. * : 


4 


~“* - 


clinic or hospital. 


ANTISEPTIC e 


EMULSION e 


clinical data. 


CARBISULPHOIL COMPANY | 


DALLAS, 


2929 SWISS AVENUE, 


242 


OINTMENT 


*You're invited to request samples and 


ANALGESIC 


Attendants. 





TEXAS 


HOSPITALS 
Equipped with POTTER SLIDE TYPE ESCAPES 
provide the SAFEST and QUICKEST method of 
evacuating Patients, Nurses, Internes, Doctors and 
Write for details. 


Over 9,000 in service on two to 34 story buildings, saving 44 
sq. ft. of usable floor space on each floor instead of stair wells. 


POTTER MFG. 
6118 N. California Ave. 


For QUICK DETAILS, 


* 
Tyee | A 


- 


AND INSTITUTIONS 


CORPORATION 
CHICAGO 45, ILL. 


PHONE COLLECT (ROgers Park 4-0098) 
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RIGHT IN YOUR OWN BACK YARD... 


(QhorweLe, BEST CLEAN-UP 
ON THE TEAM, SHOWS THE 
VISITING FIREMEN A FEW 
TIMESAVING TRICKS »++ 
THANKS TO 











GENTLEMEN, 
LUSTRECLEAN 
WASHES AND WAXES  =\———1 


IN ONE SIMPLE OPERATION=* “ys 
SAVING ME HOURS EACH 
~ 
oa 


WEEK FOR BOWLING, 

TELEVISION, LOAFING 

AND OTHER PLEASANT 
ACTIVITIES *** 


ZN 





—> 


=>! 


AND TO THINK 
IVE BEEN WEARING MY 
MOPS DOWN TO THE HANDLE=* 
WHEN I COULD HAVE BEEN 
USING LUSTRECLEAN 
THAT REQUIRES NO RINSING. 
AND LISTEN TO THIS=** ITS 


/~{ GOOD FOR WOODWORK 


TOO ase 
ees 


& 
Hers BLACKBALL 


MOPWELL OUT OF THE 

BOWLING LEAGUE FOR 

NOT TELLING US ABOUT 
LUSTRECLEAN** 
THAT IS, UNLESS HE 
BuyS THE BEERS NOW 


> 
NG 


\\ 
\ 
ae). 

4, : 


AT HE'S ALMOST 





4 
Ss 
Le 
— 


rm ic 
IT LEAVES 

A SURFACE 

CLEAN AS 


A FROZEN 
MILLPOND! 








THE MORAL TO OUR STORY? Make the job easier for your 

maintenance personnel and you avtomatically 
lower your maintenance costs. Let "em wax as they 
clean—with a specially formulated material that 


performs 3 operations in one! 


LUSTRECLEAN (pine-scented or plain) cleans... 
deodorizes . .. and deposits a light film of wax. 
Effective on any type of surface! No heavy scrub- 
bing. No rinsing. Mop dry ... buff the film lightly 
if a soft satiny finish is desired! Save time and 
labor cleaning floors, walls, woodwork—whereve1 
excessive wear and heavy traffic has made daily 


maintenance a back-breaking job. 








42-16 West Street 
Long Island City 1, N. Y. 
64 BRANCHES IN U.S. AND CANADA 
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LUSTRECLEAN really cleans ! Its emulsifying action 
loosens the most persistent dirt} grime ... hard- 
No need to use harsh 
Proof? Ask for a 
sample and test it on the spots and blemishes your 


to-remove rubber burns. 


soaps or injurious chemicals. 


present cleaner won’t remove ! 


Pine Lustreclean is only one of many WEST products formulated 
for the promotion of sanitation. Others include floor sealers and 


woxes washroom service disinfectants deodorants 


insecticides cleaners . . . soops protective creams. West 


is the exclusive distributor of Kotex Sanitary Napkins sold through 


vending machines 


SAVE $ $$... WAX as you WASH 


I'd like to try a sample of Lustreclean 
Pine-Scented Plain 
Name 
Company 
Address 
City 
Dept. 12 
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AMERICA’S GREATEST NAME 
IN HOSPITAL 
CUBICLES! 


CAPITAL CUBICLES 


BRASS © STAINLESS STEEL 
ALUMINUM, LUSTROUS FINISH 


OUTSTANDING ADVANTAGES! 


COMPLETE PRIVACY: 

Installed in wards, semi-private, first aid, examina- 
tion rooms; and in x-ray, hydrotherapy, dental, basal 
metabolism and other departments. Capital Cubicles 
provide maximum light and air, and enable nurses to 
render quicker medication and attention to the 
patient. 


SMOOTH, EFFICIENT OPERATION: 

Patented features of ¢ apital Cubicles prevent hooks 
from catching or jamming, and assure quick, quiet. 
dependable operation. 


EASY INSTALLATION: 

Delivered complete with each cubicle and curtain 
keyed Qui kly installe d with conve ntional carpe nter’s 
tools or, if desired, we will install at nominal cost 


Low COST: 
The initial cost of Capital Cubicles are the lowest 
on the market. There are no maintenance costs to 


c onsider J 


CURTAINS: 

Capital Cubicle curtains are of special closely-woven 
jean cloth, non-transparent and sanforized shrunk. In 
white and restful fast colors. Substantial rust proof 
eyelets will not pull out or stain the cloth 


SEND FOR ADDITIONAL 
DETAILED INFORMATION 


. include rough sketch 
of room, indicating bed 
positions. We will submit 


plans, specifications and 

CURTAIN HOOKS OPERATE INSIDE 
TRACK CANNOT BE REMOVED OR LOST. 
CANNOT SCRATCH FINISHED SURFACE. [Ree 


CAPITAL CUBICLE CO., INC. 


213 25th STREET, BROOKLYN 32, N. Y. @ SOuth 8-1022 


cost. No obligation, of 
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PRECISE ACCURACY IN EVERY DETAIL 
assured by modern 
manufacturing methods 


TORRINGTON 
stainless steel 
_ surgeons needles 


ig THE TORRINGTON COMPANY, Torrington, Conn. 


a4 Order from your hospital supply dealer. Catalog on request. 


Specialists in Needles since 1866 
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THE it! “1s DIFFERENT «++ NOW LASTING BEAUTY 
‘s te 


ane fas aac’ RS 
ible etathe. .. LESS UPKEEP +++ > vee FOR ALL Y YOUR FLOORS 


METHOD ... THIS NEW IDEA IN FLOOR MAINTENANCE IS BEING ACCEPTED 
< BY MORE AND MORE ENTHUSIASTIC USERS EVERY DAY! 


For ASPHALT TILE FLOORS... From now on you won't 
have to wax those asphalt tile floors to keep them good- 
looking and well protected. Multi-Clean Asphalt Tile Pre- 
server is a complete finish in itself . it provides a long- 
lasting, glossy finish,and isU. L approved as anti-slip. It ensures 
continuing beauty and protection for all your asphalt tile. If 
you prefer to continue waxing your floors, you'll find Asphalt 
Tile Preserver an excellent base for wax. It makes the wax 
look nicer and saves you money because less wax is needed. 
With the Multi-Clean Method, ordinary dry sweeping or vacu- 
uming and weekly damp mopping keep asphalt tile clean . 

buffing with a Multi-Clean Floor Machine equipped with a 
polishing brush or steel wool disc will restore the original lustre. 


For TERRAZZO FLOORS... Now your terrazzo floors can 
have a brilliant lustre yet be extra-safe to walk upon when 
they are protected by Multi-Clean Terrazzo Sealer . . . the 
terrazzo treatment approved anti-slip by U,L. It penetrates 
and seals the surface against moisture, dirt and grease. Water- 
clear in color, it will not yellow with age. It gives your terrazzo 
a beautiful satiny finish. Floors are ready for traffic within 30 
minutes after application. This Multi-Clean Method requires 
only dry sweeping and periodic wet mopping for maintenance. 


Terrazzo 


For CONCRETE FLOORS . Two types of concrete floor 
treatments, each formul: ited. to meet your own special floor 
condition are available to you with the Multi-Clean Method 
of floor care. Both Multi-Clean Neo-Dry Concrete Sealer 
rubber-base) and Multi-Clean Concrete Preserver (bakelite- 
base) provide tough finishes that resist scuffing and wearing, 
that are not affected by water, grease, oils, or alkalies, and 
will not peel, chip, or fade with age. They'll give you an 
excellent base for wax, cut sweeping time and reduce the 
need for damp mopping. 


For WOOD FLOORS... The speed and ease with which 
your wood floors are kept in first-class condition with the 
Multi-Clean Method will reduce your maintenance costs. Even 
under heaviest foot traffic, your floors will retain their safe, 
glossy finish for longer periods between treatments. Ordinary 
dry sweeping will keep them clean, and periodic polishing 
with a Multi-Clean Floor Machine will remove the usual 
surface dirt and scuff marks, restoring brightness and lustre. 


Concrete 


What is the MULTI-CLEAN METHOD? 


The MULTI-CLEAN METHOD is a carefully planned and Pa — | 
thoroughly tested procedure, developed by men who know } 
floors and floor maintenance, for the most efficient and economi- MULTE 
——7" 
cal maintenance of floors. The Method specifies the use of room wat ste All-purpose 
proper materials and floor maintenance equipment with the - oO floor machine High performance 


correct applications for oll “ of floors and floor conditions mechanizes 4 wet-dry vac is fast 
maintenance . and efficient 





GET THIS NEW 
\ FREE! 0 MAINTENANCE Every Multi-Clean Product Carries a 100% Guarantee 
ee. Oeee ee eee ee ee ee 


MANUAL! 
MULTI-CLEAN PRODUCTS, INC. 
Tells how to care for asphalt tile, 2277 Ford Parkway, Dept. MH-3, St. Paul 1, Minn. 
concrete, wood, terrazzo, rubber Please send me your FREE Maintenance Manual for all types of floors, 
tile, linoleum — easier floor main- ‘ : 
also information on equipment checked. 


tenance at lower cost! 
9-Job Floor Machine Wet-Dry Vacuum All-Purpose Scrubber 





Address 


t 
u 
HB Nome Title 
# 
a 


City Zone State 
o-8 


keweeswewewew ew eee eee 
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What's New... 


Cadillac Commercial Chassis The inside containers are constructed of 
: ay , Alclad Aluminum, which consists of 

The 1952 Cadillac Golden Anniversary | | 
sheets of high purity aluminum per 


dels are designed to retiect Cadillac s 









Ea : manently bonded to a core of high tensile 
td rence to high quality evels in the 
Commercial Chassis as well as in the “< ww > 
| 1 1 : _ —— 
passenger cars. The 190 horse-power V-S8 tes 2 
cnyine ne I | = = 





ydromati transmission 






ind new rear axle are tunctionally bal 


anced to give the greatest performance 
and highest tuel economy The new 


, | ' 
models also feature Wide selective per 


tormance range and versatility. Design 
engineering that permits even more et 
fective use of the tuel-air mixture pro 
ides 20 per cent greater power output. 


The “pertor nance range which locks 


out the fourth year, brings 1 new ari 

ing range, especially adapted tor aml 

: : 

lance use \ new low-speed downshitt 


is provided with surging acceleration 
when desired. New brake features ar 


also included as we is many other . L ol 
—_— ? strength aluminum alloy, and the round 
features Of engineering that nake the i j Tl ] 
: nside containers will stand alone. The 
Cadillac Commercial Chassis outstand ‘ 
Seige : 2 construction feature eliminates pitting 
ing tor ambulance SET VICE Cadillac | j - } 
; ; A through while providing a strong, dent 
Motor Car Division, General Motors resistant utensil. The new double boil 
: 7 2 SIS uftens e new doubdle doers 
Corp., Dept. MH, Detroit 32, Mich. |). ; ; F 
uso fave Open sanitary beads, sanitary 


(Key No. 878) , 
; covers and seamless construction. 
Heat spreads fast and evenly in the 
lumint | ] vi b 1 t th 
° aluminum bDotlers and because of the con 
Wear-Ever Double Boilers 
duction properties of aluminum, — the 
The new Wear-Ever Aluminum Alloy double boilers may be used as cold 
Double Boilers have two new features. servers by putting ice into the bottom 


(Continued on page 250) 


IS YOUR PHARMACY 





EFFICIENT? | 


Cd arte eb 


SECTIONAL SYSTEM 
Economical Handling 
of FOOD 

and DISHES 


is as important to your hospital as is vour operat- 
ing room, or any of your other physical equipment. 
° 
NOW AVAILABLE FOR PROMPT SHIPMENT!! 
; As 
4 booklet devoted entirely to Prescription 


Room equipment is yours for the asking. OLSON CONVEY ORS 


Since 1900 
GRAND RAPIDS STORE EQUIPMENT CO. | 


HOSPITAL PHARMACY DIVISION GRAND RAPIDS 2, MICH. 
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containers. The new utensils have loop 
handles, cool Bakelite knobs on the cov 
ers, strong construction and are available 
in 8, 12 and 20 quart sizes, inside con 
tainer capacity. The Aluminum Cooking 
Utensil Co., Dept. MH, New Kensing- 
ton, Pa. (Key No. 879) 


Insect Control Sprays 

\ new line of  pyrethrin-synergist 
sprays for insect control is now being 
made available. Formulated especially 
for use with cold, mechanical, automatic 
microsol type dispensers, the sprays are 
the result of research with chemists, 
entomologists and independent testing 
laboratories. Experiments and tests to 
develop the sprays was followed by 
actual use tests in food establishments. 

Pyrethrins with modern synergists 
provide sate and effective insect control 
without danger of tood contamination. 
Results have proved to be instantaneous 
and complete with 50,000 feet ot space 
effectively treated in eight minutes with 
i standard microsol unit. A smaller unit 
is available to treat 10,000 cubic teet in 
approximately five minutes. Dispensers 
for the new sprays are also available 
from the spray manutacturer. The 
Tanglefoot Co., Dept. MH, 318 Straight 
S. W., Grand Rapids, Mich. (Key 
No. 880) 


TRAY SERVICE 


— Kitchen to ALL Floors 








~~ 


: “. 
via OLSON Subveyor System 


Speeds Feeding. Gets food to patients 
while hot and appetizing 

Simplifies supervision by dieticians 
Facilitates sanitation and sterilization 
Saves space. Reduces handling labor 
Avoids floor traffic and noise 
OLSON Subveyor Systems also carry 
dishes from all floors to washer 
Extensively used in Modern Hospitals 
Send for Booklet today. 
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Who found work for idle 
steam at Self Memorial ? 


The Carrier Absorption Refrigerating Machine. Here’s the story 


The new Self Memorial Hospital in Greenwood, S. C., is heated in the 
winter with steam from a boiler. During the summer months this boiler would 
normally be running at reduced capacity. Instead, it powers the Carrier 
\bsorption Machine. And this machine uses otherwise idle boiler capacity 


to provide refrigeration for the air conditioning. 

The Carrier Absorption Machine does more than balance winter and 
summer steam loads, of course. It gives you the advantages of an extremely 
lightweight, compact installation — suitable for roofs or intermediate floors 
without heavy foundations. It’s practically vibrationless. Its refrigerant is 
And its absorbent is safe —a simple salt. It 





the cheapest known — water. 
handles partial loads automatically, has no major moving parts, needs no 
highly skilled personnel. It comes in five sizes, from 115 to 350 tons, adaptable 
for multi-unit installations. And its steam rate is less than 20 lbs. per hour 
per ton of refrigeration. 

The whole story is in our folder, * \bsorption Refrigerating Machines.” 
(sk for a copy at the Carrier office nearest you, or write Carrier Corporation, 
Syracuse 1, New York... for 50 years—the people who know air condi- 


tioning best. 


Hemphill, are 











AIR CONDITIONING 
REFRIGERATION 
INDUSTRIAL HEATING 


A 200-ton Carrier Absorption Machine furnishes chilled units (similar to this one, left), as well as for other 
water for 215 Conduit Weathermaster System room ystems in the new Self Memorial Hospital (right 
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STAIZE-CLENE 


THE NEW MIRACLE DIRT REPELLING DISCOVERY 


World's Only Paint Made SYNCON® 
With Patented 


*Made Under U. S. Patent No. 2,353,910 


@ Gives walls and ceilings 2 to 3 years ot 
extra service—stays clean from 79% to 
90% longer 

@ Lipstick, machine grease, mercurochrome 
and ink washes off without leaving a single 
trace of stain 

@ Calibrated colors — Da-Lite and Eye-Rest 
colors “rated” for light reflective values 

@ Complete line of Flat Enamel, Semi-Gloss 
Enamel and High-Gloss Enamel finishes — 
also Enamel Undercoater and Pigmented 
Primer Sealer 

Compare the advantages STAIZE-CLENE gives you 

over any other paint. Weigh its dirt resistant qualities 

note its better coverage—the fact that it goes farther 
consider its high resistance to fumes—this will tell 
you why STAIZE-CLENE with Syncon has been hailed 


as the greatest improvement in paint in the last 20 years! 


fan MAIL THIS COUPON TODAY! ER 
' 
' 


ENTERPRISE PAINT MFG. CO. 








for the FREE 






Send 
STAIZE-CLENE np Dept. SCMH-3 
v 
oe “Ay Main 2841 S. Ashland Ave., Chicago 8, Iilinois 
Reduce 
tenance Pointing Pleose send me the FREE Manucl—''How You 






ond learn how 


b Can Reduce Your Maintenance Painting Cost 
oke sv 


Cost, 









con ™ 
= avings with Nome 
stantial § moin 
this unbeatable — 
tenance finish - 
Address 
City State 
be eee ewww meee sce eeeeseneceseases ol 
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It pays to buy 
“> the VERY BEST 


iG | 


...to fight this 
CONSTANT, COSTLY PEST... 







MATE 
é 


~“E 


| 

~~ 

H 
meg 
| Time yp 


| 
| 














Maintenance men know that labor and materials 
are the “big cost’ items in the daily fight against 
DIRTY FLOORS. That's why the labor-saving, mate- 
rial-saving features of WHITE equipment are so 
important. Even if WHITE costs more (which it 
doesn’t) — it would pay you to insist on WHITE effi- 
ciency in every piece of floor’ cleaning equipment 
you buy. See the complete WHITE line at your 
dealer's... see why you should buy WHITE. 


WHITE MOP WRINGER CO. 


9 Mohawk St., Fultonville, N.Y. 





‘ROL OVL’ 
FLOOR CLEANING EQUIPMENT 


Famous White Oval Bucket gives 
more rocem to wash the mop... 
Rol Ovi gives more pressure to 
wring it! 16- and 26-quart sizes, 
with gliders or rubber casters. 










Write for CATALOG No. 150 


WHITEY MOPZUM SAYS: 


It’s RIGHT 
. if it’s 








A COMPLETE LINE OF FLOOR CLEANING EQUIPMENT 
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4 method 
(0 help REDUCE nae Wyge 


: hard Sistems 
your ONVGEN a 
administration COSTS 


“Linpe Oxygen Piping Systems For Hospitals”. 
an illustrated 16 page booklet which presents 
the facts concisely. shows you HOW and WHY With the help of this booklet, you can esti- 


your hospital can save time and money with a mate the advantages of an oxygen piping dis- 


modern oxygen piping system. In ten minutes tribution system for your existing building or 


for contemplated new structures. Send the 





reading time, you can get the full story about: 
coupon to Linpe for your free copy of this 


% How hospitals and patients benefit. factual booklet. 
% Where and how to pipe oxygen for maxi- 


In addition to the information contained in 


mum benefit and economy. 
this booklet, Linpr engineers are prepared to 


Types of central oxygen storage systems, P . . ; 
ye ve oe give you the benefit of the experience accumu- 
and how they operate. lated in designing oxygen piping distribution 


What size system you will need. systems for over thirty years. 


a, (F Linde Air Products Company 
€.: 3 A Division of Union Carbide and Carbon Corporation 
Oxygen Therapy Department 


* 
Mbh ld (A 30 E. 42nd Street, New York 17, N. Y. 


Sedienk Please send me a free copy of the booklet “Linnt Oxygen 
Piping Systems For Hospitals. 


The term "Linde" is a trade- 
mark of Union Carbide and 
Carbon Corporation. Hospital 
In Canada: Write the 


Dominion Oxygen Company, Address 
Limited, Toronto. 
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What's New... 


Electrically Conductive Sheeting typewriter. It is extremely flexible with Electric Dehumidifier 
no limitations as to type of papers, docu The newly designed Fresh’nd-Aire 


The new Archer electrically conductive ‘ 
waterproof sheeting has been developed earner Oe originals that can be copied, Fjectric Dehumidifier has a new, stream 
especially tor hospital use. The sheeting regardless of whether the original is lined appearance. Of more importance 
meets all electrically conductive require printed on one or both sides or on i. the drawer type container at the bot 
ments of the National Fire Protective tom of the unit in which the water re 
Association, according to the manufac moved from the air is collected. When 
turer, and has passed all standard hos the drawer is full, it is easily slid trom 
pital use and cleaning tests. It is the bottom of the dehumidiher and 
available for use either by itself or in 
pad assemblies. Sheeting No. EC-16 is 
a double coated black rubber sheeting 


and No. EC-12 is single coated black. P and can be easily carried to any area 
‘ where humidity is a problem. Fresh’nd- 


Aire Co., Dept. MH, 221 N. La Salle St., 
Chicago 1. (Key No. 883) 


emptied down the nearest drain The 
unit stands less than 16 inches high, 
comes complete with carrying handle. 


Joth are available in 12 and 25 yard 
rolls and have been deve loped to fill the 
need of hospitals for static proof operat 
ing room materials. The Archer Rubber 
Co., Dept. MH, Milford, Mass. (Key 
No. 881) reese Liquid Skin Protector 


Vanfaire Lotion is a new  greaseless, 
Ph P , at ' non-sticky liquid protector for the skin. 
otocopy Machine ; . > It dries quickly and leaves an invisible 


\ new machine has been developed protective film which is resistant to all 
opaque or translucent paper. The unit solvents except water. A potent non 


to produce dry photocopies almost in 
the lotion guards 


stantly. The Auto-Stat is based on a is designed to handle letter and legal toxic germicide in 
new principle ot instant and automatic size copies as well as larger copies up to against infection trom minor scratches 
17 inches. The machine is smartly and abrasions. Also included in the 


developing and fixing. No training or I1 by 
to relieve 


special skill is required to produce clear stvled and has a gray hammerloid and formula is an anti-histaminic 
jack and white copies of any original. black wrinkle finish. It is sturdily con- or prevent allergic skin rashes. Vanfaire 

The new method is fast and simple, a structed of stainless steel. American Lotion is supplied in gallon containers 
finished copy being produced in less Photocopy Equipment Co., Dept. MH, for Vanfaire Dispensers. Vanfaire Prod- 


thirty seconds. The unit is com- 2849 N. Clark St., Chicago 14. (Key ucts, Dept. MH, 3757 Wilshire Blvd., 


than 
1ore space than a No. 882) Los Angeles 5, Calif. (Key No. 884) 


pact ind occupies no 


(Continued on page 254) 


Saves Time 
* 
Saves Work 
* 
Doubles Mop Life 


No Splashing 


Saves Cleaning 
Compounds 


~ 
30% Lighter 
Ask for Catalog #950. Acknowledged to be the IDENTIFICATION 


most rapid acting wring- 

(#1624 T TWIN er on the market, th: 

TANK UNIT il- famous downward-pres- PINS 

lustrated below.) sure GEERPRES flushes 
the water out of the The actual width of our wider pins is three 
mop uniformly and fourths of an inch. The narrow pins are half 
without splash. Elimina- that—three-eighths of an inch. The metal 
_— - pulling re — pin on the back of each has a safety clasp. 
ong life. “ll GEER. The plastic part can be any desired length 
PRES wringers are built and color. Names are engraved, not printed. 
for long service, with Regardless of length or width, any pin with 
utmost strength and one line of engraving is 60 cents, postpaid. 
minimum weight. Fully With two lines of engraving, it is 90 cents. 
guaranteed. No discounts. 


Also: Tangleproof mop Our other specialties are name _ tapes, 
sticks, mop buckets on name-on bandage scissors, name-on laundry 
casters, mopping trucks. bags and inexpensive watches for nurses. We 


have 51 years of lenes. 
GEERPRES WRINGER, INC. ave S1 years of experienc 


Manufacturers of High Grade Mopping Equipment IF RI | \ NAME TAPE COMPANY 


P. O. Box 658 . - ee «© «© «© « « « Muskegon, Mich. STATION PLACE, WINSTED, CONN. 
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Amphitheater, Hartford Hospital, Hartford, Connecticut 


All other areas also Sound Conditioned with Acousti-Celotex. 





Th) 


easier in this hospital! 


Poor acoustics, as well as unchecked that benefits patients and hospital personnel alike. 

noise, are a serious handicap in hospital Acousti-Celotex Tile is quickly installed at moderate 

amphitheaters. For poor acoustics interfere cost. Requires no special maintenance. Can be 

with distinct hearing. Cause students to strain for painted repeated/y and washed repeatedly without im- 
every word. As a result, tension and fatigue multi pairing its sound-absorbing efficiency. 

ply, attention wanders, learning is sure to suffer. GET A FREE ANALYSIS of the particular noise prob- 

The answer to this problem, scores of hospitals have ‘em in your hospital without obligation. Write now 

found, is Acousti-Celotex Sound Conditioning. In for the name of your local distributor of Acousti- 

amphitheaters and lecture halls, a sound-absorbing Celotex products. You will also receive free an in- 

ceiling of Acousti-Celotex Tile improves acoustics, formative booklet, ‘“T he Quiet Hospital.’’ The Celo- 


G-32, 120 S. LaSalle St., 


makes “front row’’ hearing possible for everyone. In tex Corporation, Dept 
lobbies, corridors, kitchens, rooms, nurseries and Chicago 3, Ill. In Canada, Dominion Sound Equip- 


wards—it curbs unwanted noise, brings quiet comfort ments, Ltd., Montreal, Quebec. 


CAN BE WASHED REPEATEDLY —Two coats of tough finish . 
bonded under pressure of a hot knurling iron, build a surface of *‘ coustTi ELOTEX 
superior washability right into Celotex Cane Fibre Tile. 


c MARK 


ound Citing 


PRODUCTS FOR EVERY SOUND CONDITIONING PROBLEM 


THE CELOTEX CORPORATION, 120 S. LASALLE ST., CHICAGO 3, ILLINOIS 
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HUnhICh 


STAINLESS STEEL REFRIGERATORS 


Vy JA LL LALLA 


in the new cafeteria of 


MINNESOTA MINING & 
MANUFACTURING COMPANY 


St. Paul, Minnesota 


Above Partial view of 
service counter in new 











3M Company Cafeteria 
showing one of the Her- 
rick RSS66 Double-Front 
Pass-Through Stainless 
Steel Refrigerators 
installed there. 


Left: A close-up view of 
another Stainless Steel 
Herrick serving this 
modern cafeteria 


: Herrick units were sup- 

plied by Joesting & Schil- 

eS ling Company, St. Paul. 
In its new office building at St. Paul, Minnesota Mining 
and Manufacturing Company has provided a modern 
employee cafeteria. To keep foods served here at the 
peak of freshness and flavor, this famous maker of 
“Scotch” tape, “Scotchlite” reflective sheeting and "3M" 
abrasive and chemical products selected HERRICK 
Stainless Steel Refrigerators. @ Two six-door double 
front pass-through HERRICKS and one four-door HER- 
RICK supply just the right combination of chilling, air 
purification, circulation and humidity to prevent food 
spoilage, avert discoloration and reduce shrinkage. For 
beauty, performance and cleanliness, HERRICK Stain- 
less Steel Refrigerators are unsurpassed. Write today 
for the name of nearest HERRICK supplier. Do it now! 


HERRICK REFRIGERATOR CO., WATERLOO, IOWA 
DEPT. M. COMMERCIAL REFRIGERATOR DIVISION 


HERRICh 





— 





KENWOOD) 


WOOL ~ 
PropuctS 











ood Mills 


Contract Department, Rensselaer, N. Y. 


Fund Raising 


Counsel 


For a quarter century our cam- 
paigns have succeeded not only 
financially, but in the excellent 
public relations we have established 
for our clients. 

Consultation without obligation 


or expe NSE 


oe 


CHARLES A. HANEY 
x ASSOCIATES 


INCORPORATED 
259 Walnut St. * Newtonville, Mass 
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- InRooms 
ln Corridors 


provide plenty of water 


and clean safe 





pute CMP? 


Dixie Recessed Dispenser mounts flush in 
any wall—wood, metal, or masonry 
Matches the finest appointments. Ideal for 


new buildings and those being remodeled 


Dixie Cups are the ideal water service for 
patients and staff alike. Dixies are used 
but once . . . are always clean and safe. 
nit Dixie dispensers are available in a variety 
0 of kinds and sizes for every type of 
installation. They provide clean, dust- 
proof storage .. . yet keep Dixies right 


) 
Fi, where they're needed . . . right at the 
Dad fingertips. 


For details write to 





*“'Dixie’’ is ao registered trade mark 
a of the Dixie Cup Compaen DIXIE CUP COMPANY 
® EASTON, PA., CHICAGO, ILL., DARLINGTON, S. C., FT. SMITH, ARK., BRAMPTON, CANADA 
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What's New... 


Rubber Door Silencers ) ut is available in 68 top opening permits accurate, fast tem 
no with two to seven peratures to reduce tood waste The 


No sV d OTS ; 1 
is or electricity, with units are insulated to assure even tem 


lenced with the new neumatic “ae | rs, : ) 
_ nclosed base. peratures surrounding the containers and 
Silencers recent! 


: to prevent heat loss into the room. 


_ er aay se ; Southern Equipment Co., Dept. MH, 
M: - , a ae eae j 5017 S. 38th St., St. Louis 16, Mo. (Key 
tis cena See VE ES tien te cs . a No. 886) 


encers ar°e I ead 


rhe 


are avalla 


strip ot the door, one near 
t 


bottor nd ot bo h 
it the bottom and one abor , Power Roof Exhauster 
They are @Casily appl 
ous since they are made in black and 1 | Operating noise is held to the lowest 
white to harmonize wit level with the new Gyra-Flo Power Ex 


finish. In closing, the door compress¢ hausters recently introduced. Designed 
the rubber and torms ir pocket —s for root ventilating applications in hos 
which gives pitals, schools and other institutions, the 
ice cannot new exhausters have special suspension 
proof. stainless mountings and vibration control pads 

The silen nt t mming teel, or f vanized iron, all with which eliminate magnetic hum = and 

doors, pre : Either dry or moist ibration. A special design gives the 
used for desks. dres bedside tables heat ts wided simply by adding or exhaust fan high ethciency and torces 


ntities of water and the air out into the atmosphere with a 


] 


ind other 
ted to operate with- minimum of turbulence. This, plus low 


drawers or ¢: 


out the concealed wheel tp speeds, keeps the noise level 


be used on doors of tra i 
hicles. The Glynn-Johnson 
MH, 4422 N. Ravenswood Ave., Chi he new od bles are d heavy steel construction and the low 
cago 40. (Key No. 885) 1 for leaning with one piece symmetrical appearance ol the unit 

t uN teel top, eliminat- blends with modern architectural design. 


ortation c 


( orp., Dept. heating un toa minimum. The tan wheel is welded 


ns} 


racks. The one piece ‘The cover is removable for easy access 

Hot Food Table Matic he ting rece} nd the housing can be furnished in 
rounded corners and aluminum, galvanized iron, copper, stain 

The new Seco-Matx ctrl ry-or re signed t tood cannot spill less steel or other special metals. Chicago 
Moist” Hot Food Tables | ulated, 1¢ heating units. Individual dial Blower Corp., Dept. MH, 9867 Pacific 
ircul heat for eacl parat | tts for each independent mal Ave., Franklin Park, Ill. (Key No. 887) 


Continued on page 258) 





CASSEROLES 
BAK IN G DItSsSHeEs 


AerVoiD Vacuum Insulated COFFEE POTS TEAPOTS 


° M 

HOT FOOD, SOUP AND COFFEE CARRIERS ett Mlaienag ee ee 

ROOM EQUIPMENT STEAM TABLE INSETS 
Just transfer hot foods, soups, coffee from cooking kettles and coffee STORAGE VESSELS MANY OTHER ITEMS 
urns into AerVoiD food and liquid carriers and the high VACUUM IN- 
SULATION of AerVoiDs will keep them hot for hours transportable 
indoors or outdoors for servicing from a central kitchen. What a low-cost 
way to keep foods hot without continuous application of heat! Thou- 
sands in daily service amongst institutions, hospitals, industrial plants, 
schools, caterers and large Government and commercial feeding activities, 


Write for Catalog Circular MH 12 


The only known cooking china made by our secret pro- 
cess thot fuses body, gloze, and color inseparably. 
Crozeproof, stainproof, absorption-proof... 

used in th ds of institut 





THE HALL CHI 
VACUUM CAN COMPANY est tives 
19 SOUTH HOYNE AVENUE, CHICAGO 12, ILLINOIS World's Largest Maker of Fireproet Cooking China 


NA COMPANY 


L HI 
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You KNOW how difficult it is to add variety to 
the menus of your patients on diabetic and 
reducing diets. That is why D-Zerta—the 
delicious saccharin-sweetened fruit-flavored 
gelatin—is such a wondertul discovery. For 
with D-Zerta, patients on low-calorie and low- 


( irbohvdrate dic ts can Choose from more than 





0 different desserts and salads. Your patients 
are prov idea rec ipes for all these dishes 


without charge 

y labl k ( 120 D-ZERTA HAS THE SEAL OF ACCEPTANCE OF THE COUNCIL ON FOODS 
D-Zerta is available in package s of Gand 2 AND NUTRITION OF THE AMERICAN MEDICAL ASSOCIATION 
Ole portion envelopes . . directions and ee ee rere ee re ee ee ry 


analvsis of contents on each enve lope Use this coupon for PRES professional sample end recipe book. 
General Foods Corporation 
Jell-O Division, Dept. MH-3 
250 Park Ave., New York 17, N. Y. 


£ AMERICAN 2 
ae MEDICAL 
ASSN 


A Product of General Foods 


Made ty te Mabou yf SEG : ~ 


Please send me a free professiona sample of improve | 


sugar-free D-ZERTA 
Name 


Address 
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The Amazing New 


Frigidaire [ce Cube Maker 


Makes 5000 Solid Ice Cubes A Day for As Little As 26¢ 


ITS COMPLETELY 
AUTOMATIC! SO 
COMPACT, TOO ! 


— 


ITS IDEAL FOR 
BARS, HOSPITALS, 
RESTAURANTS, FOUNTAINS, 
LIQUOR STORES ! 








YOU UP TO 
#800 A YEAR! 


Yes, now the remarkable new Frigid- perfect cubes out of the storage bin 
aire Ice Cube Maker solves a pr ng hat’s more, the Ice Cube Maker is & di e 
refrizeration problen the need for a powered by the famous, dependable 
continuou ipply of pure initary ice “rigidaire Meter-Miser compressor 
cubes at the lowest cost and with the 
least effort nis revolutionary new ice , 
« t a t 
et ( exte 


Aad every cube is agg in size 
4i Cle ir, 


iW " pay for leet! Saving can amoun oe. : ’ 
at 1 day — nearly $800 Over 400 Frigidaire refrigeration 


Save as muchas 9 of the cost : — 
wea : anti tee and air conditioning products — 


either most complete line in the industry 


See your Frigidaire Dealer, find 
we his name in the Yellow Pages of 
phone book. Or write Frigidaire Division 
1f General Motors, Dayton 1, Ohio. In 
Canada, Leaside (Toronto 17), Ontario 
Ask, too, for Frigidaire’s Refrigeration Se 
curity Analysis of your needs and your 
refrigeration costs — no obligation 


The MODERN HOSPITAL 





"Televoice gives our doctors 
day-and-night records service 


and look at these results! 
—reports Indianapolis Methodist Hospital 
DOCTORS KEEP UP-TO-THE-MINUTE! sou. onyexcsane = 


record as they practice--on the spot--thanks to EDISON 
TELEVOICE. They like it. It saves hours of their time," 
says the hospital's medical record librarian. No more 
tiresome, time-wasting longhand. Now doctors talk medi- 
cal records from 22 TELEVOICE phones throughout the 
hospital at any time of the day or night. And all this 
without added hours for record room staff. Right: Re- 
porting an operation minutes after it was performed. 


BETTER RECORDS—TWICE AS DETAILED! 


"The ease of TELEVOICE actually invites the doctor 
to report in full," states the record librarian. 
"And his records are more accurate--he doesn't have 
time to forget. TELEVOICE is clearer than hand- 
writing. The result is perfect records, in type- 
written form." Left: Two typists, both blind, tran- 


scribe 25,000 words a day received on four TELE VOICE- 
WRITER recorders. 


{\ | +E SAME-DAY TRANSCRIPTION! 


/ \ Womensme. 
Only EDISON makes \ — b EDISON TELEVOICE has eliminated peaks and 


\ \ ; valleys in record-handling at Indianapolis 
TELEVOICE.:. the proved *, i : ™ Methodist. Typewritten records are ¢om- 
- . : plete, always up-to-date and working for 
int ; > the patient's benefit! Left: Record li- 

Clinical Recording ya brarian and medical record committee chair- 

4 | . man discuss the vast improvement achi@ved 
System for better records J with TELEVOICE. Their experience checks with 

. — that of other hospitals from coast to coast: 

‘ EDISON TELEVOICE means better records, and 


AX. better records mean better medicine! 





HOSPITAL ARCHITECTS, CONTRACTORS: See 
\ d lete EDISON TELEVOIC ta- 
fag te the latest Sweet's pemeer tare DOCTORS LIKE AND USE TELEVOICE! 
edi eceiieas They find it as easy and natural as talking 
on the telephone: nothing to learn or get 


used to! (TELEVOICE is making news! Hospi- 
b E R i tals, November 1951, page 77, describes 
TELEVOICE in Wesley Memorial Hospital, Chi- 


cago; The Modern Hospital, November 1951, 


o ry 
page 80, reports it at Indiana University 
The Televoice System Medical Center.) 
[NE we 


oN 4 DIRECT L Here! 
ere's the booklet that tells the whole 
BETTER story! It will be a revelation to you and 
MEDICAL your medical record librarian. Send for | EDISON, 11 
RECORD your copy of, "ON A DIRECT LINE TO A BETTER ; 
. MEDICAL RECORD." Mail the coupon today! 


Please send me ON A DIRECT LINE TO A BETTER MEDICAL RECORD 
NAME 
Pr TITLE 
. 
Q Edison, HOSPITAL 
INCORPORATED 


Ediphone Division « West Orange, New Jersey ADDRESS 


city. - . . STATE 





What's New... 


Washable Wall Finish 


\ new wall finish, which ts ready 


tabricated to dimensions that comply 
with the modular system of dimensional 
coordination. They are available in three 


or gelatin. The master can be prepared 
by typing or by writing with a ball point 
pen. As the machine is operated, the 


ipply and which the manutacturer guar ' 


different colors ot 


being intro 
(Quali-Kote. 


Formulated trom newly-developed chem 


antees to be washable, 1s 


! 
duced under the name 


icals, Quali-Kote is designed tor easy bl 
assemb 3 
and constant maintenance, since in addi ssemply am 


tion to its washability it is resistant to 


dirt, ink, grease and other substances 


: i : Peer Wi RS 
The tinish 1s easily and quickly applied (Key No. 889) 
wall surtace 


without the use of a primer or sealer and 


Quali 


over any type ol interior 
dries in approximately one hour 
Kote ts available in 
white. The Sherwin-Williams Co., Dept. 
MH, 101 Prospect Ave. N. W., Cleve- 
land 1, Ohio. (Key No. 888) 


sixteen colors and 


Non-Metallic Compartment 


A new torlet 


“ veral NON -Melailie 


compartment combinti 
materials has bee 
developed ution to one critical 
Designed and en 


the structural 


materials } 


gineered to 


ilet compartment, 


features ne 


t also satishes sanitary requirements 


onsist of hardboard sheets Material trom 


Components ¢ 


cemented under pressure over solid in 
; { » 1 
ulation board with reentorcements tor Master Portable 


, 
fittings and fastenings. Partition panels, many 


doors ire 


finish that 
the appearance of metal. The com 
partments are furnished complete with 
hardware and fittings ready for fast, easy 
installation. 
metal Products Co., Inc., Dept. MH, 


1705 Urbana Rd., Cleveland 


Spirit Duplicator 


by 11 inches can be printed on the new 
Spirit Duplicator. As 
as five colors may be printed at 
flush tvpe and one time without the use of stencils, ink 


simulate paper is moistened by rol 


impression 
lers with a clear spirit which picks up 
carbon trom the master. 

The unit is compact and_ portable, 
weighing only 12 pounds, and 1s equip 
ped with a case so that it can be carried 
conveniently. Operation is simple and 


The Sany- 


12, Ohio. 
easy and the duplicator is economical in 
cost. Master Addresser Co., Dept. MH, 
6500 W. Lake St., Minneapolis 16, Minn. 
(Key No. 890) 


Electric Stop Watch 


The Lab-Chron electric stop watch is 
I 


an especially designed counting unit 
with built-in reset mechanism and high 
synchronous motor. It is avail 
10 second model reading to 


100 minute model 


torque 
able in 1 
9999.9 seconds and | 
reading to 999,99 minutes. It was de 
signed to function as a single unit, thus 
providing effortless operation tor trouble 
tree performance. The stop watch has 
a case of heavy cast aluminum finished 
in metalized gray hammerloid. Four 
rubber feet prevent the Lab-Chron from 
sliding while in use and protect the table 
top. Laboratory Industries, Inc., Dept. 
MH, 4710 W. North Ave., Chicago 39. 


(Key No. 891) 


card size to 8 


(Continued on page 262) 


INSIDE 
AND OUT 


Right... the Model XV is the answer! 
Stainless Steel construction through 
out, for DURABILITY 

Three-inch thick insulation keeps your 
profits from melting away 

Large pneumatic rubber-tired wheels, 
for ease of distribution 

Keep pace with the well-equipped 


hospital 
0” Go Gernmett/ 


AND SONS, INC. 
Richmond, Ind 











ECONOMICAL*EFFICIENT*FEATHERWEIGHT 


IN TWO SIZES 
Pp 20 oz 


Ujotorva Thermul Pitchers 


Keep hot things hot and cold things 
cold .. . for hours. 


Easy on your hospital — easy on your nurses — 
easy on your patients. 


Low initial cost, less breakage, easy to clean. 
Lightweight and one hand operated. 


Colors: copper, pewter, gray, 
mahogany, or green, in non-toxic, 
odorless, tasteless plastic. 

Send now for catalog 

Write to Dept. MH 

VICTORY 
PLASTICS COMPANY 
Hudson, Mass. 


Ujotorva tnentions 
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Ask 


Your Heinz M 


How Heinz 
\ Food Service Center 


Can Help You 








Let HEINZ Staff Of Experienced Home Economists 
Help You Solve Tough Operating Problems 
EED A DISH to dramatize as “Specialty of the House”? 

Tested ways to use leftovers tastefully? A means of mak- 
ing the most from plentiful foods? Let Heinz Food Service 

Center help you with these and other problems of quantity 

food service! 

The Heinz Food Service Center is a fully staffed and equipped 

quantity kitchen. It is ready to give you tested answers to ques- 

tions about menu planning, faster food service, work shortcuts, 
use of leftovers, cutting waste, etc 

Let your Heinz Man put this modern research center of quan- 

tity cookerv and kitchen economics to work for you. It was 

established for your benefit, so feel free to take advantage of its 
many services 


Ask Your HEINZ Man About 











HEINZ 67 VARIETIES 


YOU KNOW THEYRE GOOD BECAUSE THEYRE HEINZ! 
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Above: 

This 90,000 Ibs. steam per hour unit, 
designed for 475 Ibs. pressure, 
serves the Mansfield Tire & Rubber 
Co., Mansfield, Ohio, 


Right: 

Two 515 H.P. units installed in 
Brown-Forman Distillers Corporation, 
Louisville, Ky. Plant. 


jon POWER 
os PROCESSING LOADS, 
and HEATING 


The design provides large furnace volume and 
a high ratio of radiant heating surface. 
Proper combustion is assured with any fuel 
or method of firing. Superheaters, air pre- 
heaters, economizers, water walls, and soot 
blowers can be readily incorporated. Vogt 
Class VL Steam generating units are giving 
satisfactory service in Hotels, Sugar Re- 
fineries, Steel Mills, Furniture Factories, 
Distilleries, Oil Refineries, and related 
industries. A bulletin showing typical 


installations will be sent upon request. 


HENRY VOGT MACHINE CO. - 1000 W. Ormsby St., Louisville 10, Ky. 
Branch Offices: New York, Philadelphia, 


Cleveland, Chicago, St. Louis, Dallas 
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just what the doctor ordered } 


Lily paper service saves me 
lots of work. I find the 
various kinds of Lily 
I like Lily* Cups and % Hf containers invaluable for 
Containers. They re é 2s 
, medicines and supplementary 
attractive, light and quiet a ES SRR hot 
practical for contagious 
disease wards! For special 
diet cases name and room 
number are written on the 


snap-tight lids. 


In the kitchens we pre-portion several 
foods in Lily Cups and Containers 
during slack periods. Many foods, 


from desserts to casseroles, can Lil F 
Aly paper service deserves credit 
he moulded or baked .. Z neal egeaby , 
fh for substantial savings. And it’s 
= 


and served ... right in 
helped solve our labor 


cr: 
the same Lily container! wy) : F 
This saves washing loads a BN W ~~ ae provides 
r *).\ i the d of ethcrenc 
of dishes and considerable \ ky as ~ t . ‘ sai ‘ 
‘ at hospitals just cant 
breakage. We use various . UV _ 
. afford to overlook. 


Lily Cups or Containers 





for water, milk, fruit juices, , 


hot drinks. stews... even 





side dishes and salads. 


Investigate the facts for your institution, Mail the coupon and 


we'll send samples and full information. 


| Please send samples and full information 


LILY-TULIP CUP CORPORATION | tis Meade a 


122 Fast 42nd Street, New York 17, N. 
» © Kansas City « Los Angeles * San Francisco Name 


Seatt € ba Ti ronto ( anad@ » 
Address 


—— 
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What's New... 


Non-Pyrogenic Water Still 
NP W r Stull 


the 


been 


needs ot 


has espe 


hos 
j 


pitals Dult to provide a 


sufficiel uanti ot non-pyrogenk 
itable tor use 


Water su pharmaceuti il 


and tor intravenous injection. It has 
| the 
pressure and 


Che NP Im 


is the key factor in 


been designe 


d te hazards 


counteract 


ot back syphonage, osmoti 


other sources Of impurities, 
purity Discharger 
the stull. It l 


| | 
ible as a separate 


unit tor dgdaptation to fit iny make 


| 


model or 
NP Water ill I tree 


' 
single 


eT stull 
standing, 
ivailable with 


steam, heating. Castings 
solid bronze 
with outside casing of polished stainless 
steel. William Barnstead Engineering 
Corp., Dept. MH, 39 Sudbury St., Bos- 


ton 14, Mass. (Key No. 892) 


are of ichined 


precision m 


Blood Pump 


Petri Blood Pum} Bs 
| 


designed to pump a 


| he 


device 


blood 
arteries within a minut 


into veins or 


ind under precisely controlled 
Developed by 
] 


provides a 


and a halt 


pressure conditions Jan 
Petri, the 
pumping large 
plast 


device means ol 
1? 1 
quantities of blood, plas 


ma or ubstitute nto patients 


NipGard 


DISPOSABLE 
a 


NipGord completely covers nip- 
ple and neck of nursing bottle 
Instantly applied. Stays in place 
does not jar of. No break- 

Provides indentification 


age 


and formula data 


There is NO SUBSTITUTE 
for SAFETY . . . INSIST ON 
THE ORIGINAL . . . NipGard! 


THE 


110 N. MARKLEY ST. 


*Pat. Pend. 


For High Pressure (autoclaving) for Low Pressure (flowing steom) 


262 


NipGard Nipple Covers* are de- 
signed to meet modern health 
codes. Now used by many hos- 
pitals requiring terminal steri- 
lization. Professional samples on 
request. Order through your hos- 
pital supply dealer 


“QUICAP COMPANY, INC. 


(DEPT. T-2) GREENVILLE, SOUTH CAROLINA 


] 


LOSS 


dying 


to the 
the gravity 


from of blood, as contrasted 


time required to give blood by 


method. It is particularly 


gency cases, both because 


ful in 
ot the rapid transtusion and because of 


us€ emer 


simplicity of operation ol the device, 
is well 
burns, shock and hemorrhages 

The pump is small, approximately four 
inches in diameter and a half inch thick, 


as in certain surgical conditions, 


s circular in shape and weighs less than 
he 


a circular 


from the blood 
within 


i half pound. tube 
bortle into 
the pump. The pump handle is turned 
pressure, and the forced 
through the tube ata rapid, controlled 
The pump is designed for use with 


fits groove 


blo« rd 1S 


lor 


rate 


(Continued on page 266) 


disposable transfusion sets and does not 
be sterilized. A special counter 
can be attached to the pump to indicate 
the amount of blood or plasma adminis 
Blood can be given at any desired 


have t 


tered 
rate up to approximate ly 500 cubic cents 
ineters in a minute and a half. American 
Optical Co., Dept. MH, Southbridge, 
Mass. (Key No. 893) 


Plastic Liquid Containers 
Several containers of polyethylene 
plastic are now available for preparation, 
storage and serving of liquids. The No. 
D-66 32 ounce 
inches high with a 3 
| inch top diameter. The 


juice container 1s 6% 
inch base diam 
and a 4 
D-68 50 


eter 
No 
inches high. 
fitting covers with pouring spouts to fa 
Liquids 


ounce cannister 1s 


Both containers have tight 
cilitate and 
may be prepared either 


storage serving. 
separately or 
in the containers and stored until ready 
to use. The contents are protected from 
' 


spilling 


Other 


ind can be served trom containers. 
items in the polyethylene line 
include unbreakable with or 
without tught fitting 
spoons, dishes and other items which are 
light in weight, attractive in appearance 
and easy to use and clean. Dapol Plas- 
tics, Inc., Dept. MH, 90 Grove St., Wor- 


cester 5, Mass. (Key No. 894) 


tumblers 


covers, bowls, 








X 


~ 





AUTOPSY 


A new instrument which 
simplifies bone cutting 


Electrically driven, oscillates at high 
speed to cut bone efficiently with 
complete safety. Cutting blades do not 
hurl material. Two-sided blade can be 
adjusted to three positions. Blade, 
arbor and shaft are stainless steel. 


ORTHOPEDIC FRAME COMPANY “gicmese® 


SAW 4° 


Peter eeeeeeeeeceececeeseeclinns 


Dept. H 
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Tray Cloths and Napkins... 


Just what the doctor ordered 


Pleasant surroundings have far more than casual value. Just as 
decorative colors and flowers encourage an optimistic frame of 
mind and convalescence, so does the attractive napery-covered 
tray. Patients look forward to tempting trays, welcome crisp 


fresh napery, a sparkling touch to the strictest diet. 


Order SIMTEX Napery now and benefit your patients 3 ways: 


lL. AIDS APPETITES — attractively served food is more appealing, 
2. ADDS TO CLEANLINESS — laundered with the same 


sterile technique as gowns and masks. 


3. AVOIDS ACCIDENTS — prevents sliding and spilling that upset 


patients, wastes time and food. 


SIMTEX COVERS MORE TABLES THAN ANY OTHER MAKER IN AMERICA 


SIMTEX MILLS, 40 WORTH ST., NEW YORK 13, N.Y. 
DIVISION OF SIMMONS CO., MAKERS OF THE FAMOUS BEAUTYREST MATTRESS 
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Captain 


Raymond Harvey 


\ledal of Honor 
aby 
tysh 


tp 
Note’ 


i 17TH INFANTRY REGIMENT was attacking Hill 
232 near Taemi-Doug. Korea. Able and Baker Com- 
panies became split by a Red-held ridge. Charlie Com- 
pany, Captain Harvey commanding. was moving up to 
fill the gap when the dug-in Red guns pinned it down. 


Calling for covering fire, Captain Harvey advanced 


ow 


_>_ > 


- ea 


personally wiped out four emplacements of machine 


alone through a hail of enemy bullets. One by one, 


guns and automatic weapons. Then he caught a bullet 
through the lung. But he stayed on. refusing evacuation, 
until sure the objective had been won. 

“In Korea.” says ¢ aptain Harvey. “we stopped ag- 
gression by united strength. Jou were helping—every 
time you bought a Defense Bond. Because your Defense 
Bonds were doing more than just helping keep you, 
and your family. and your country financially stable. 
They were backing us up in the field with American 
production power, the surest support any fighting man 
can have! 

“I hope you'll go on buying Bonds—many, many of 
them. For your Bonds—and our bayonets—are making 
America strong. And in today’s cold-warring world, 
peace ts only for the strong.” 

* * 
ver that when you're buying bonds for nation 
1 personal reserve of cash savings 


spent sign up 
oday in the work, or the Bond 
A-Month Plan where you bank. For v« country’s security, and 


your own, buy l.S. Defense Bonds 1 


Peace is for the strong... 
Buy US Defense Bonds now! 
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Vol 


MANUFACTURERS OF 


Electrical Signaling, 
Communication and 
Protective Equipment for 
Housing, Hospitals, 
Schools, Offices, Ships, 
and Industry. 


. 
4X AE 


78, No. 3, March 1952 


TIME . . . elapsed time . J. maygfpell the course of life... or the rush 


of death . . . Hands thgrace*the seconds must be steady, reliable . 


And the instrument for recording these seconds roust be equally reliable. That 
is why Auth Elapsed Time Indicators are so frequently selected by leading 


hospital designers for use in operating rooms. They are reliable. 


Other dependable Auth equipment for hospitals includes: 


Nurses’ Call, Doctors’ Paging and Doctors’ In and Out Register Systems; Vokalcall 
Systems for voice communication between patient and nurse; Attendants Emer- 
gency Alarm Systems for Neuro-Psychiatric Patients; Centrally Controlled Clock 
Systems; Fire Alarm Systems; Inter-Communicating Telephones; Night Lights and 
Ground Detector Panels, etc. 


Write for FREE Literature. 


Complete Systems ° One Responsibility 


AUTH ELECTRIC COMPANY, INC. 


34-20 45TH ST., LONG ISLAND CITY 1, MW. FT. 
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What's New... 


Pharmaceuticals 


Acthar Gel 
TH 


luces 


Gel is a long-acting 


Acthar \C 
preparation which facilitates and re 
the ACTH therapy. Acthar Gel 
presents Acthar in a new repository form 


which parallels 


cost of 


I level 
tne ac velopment ol re 
In the 


injection ot 


pository forms of penicillin. ma 


jority of a single 
Acthar 


replacing the 
the 


patients, 


Gel is effective for 24 hours, 


four injections needed of 


aqueous preparation at intervals of 


Acthar Gel 


has pro ce 


six hours. is well tolerated 


locally and | satistactory in 


extensive clinical investigations. It 1s 


in potencies of 20 [L.U. and 


ivailable 
40 1.U. 
vials. Armour Laboratories, Dept. MH, 
520 N. Michigan Ave., Chicago 11. (Key 
No. 895) 


per cc no? « multiple dose 


Pediatric Chloromycetin Palmitate 


Pediatric Chloromycetin Palmitate has 
children 
This 


Chloromy 


been developed especially tor 


too young to swallow capsules 


new custard-tlavored form of 


cetin was recently discovered after hun 


| { 


dreds of experiments and is now being 


put into produc tion 


the 


supplied in a creamy liquid form which 


It contains a taste 


less derivative ol antibiotic and 1S 


refrigeration. It is 
and 


not 
effective 
rickettsial infections and has proved to 
be well tolerated by all age groups. 
Parke, Davis & Co., Dept. MH, Detroit 
32, Mich. (Key No. 896) 


does 


require 


against many bacterial 


Mi-Cebrin 


Mi-Cebrin  vitamin-mineral — supple 
ments, Lilly, supplies, in tablet form, 
selected minerals in 


ten appropriately 


addition to the eleven essential vitamins. 


It is indicated as a nutritional supple 
ment in sustaining health, vigor and eth 


ciency. Eli Lilly & Co., Dept. MH, 
Indianapolis 6, Ind. (Key No. 897) 


Elkosin 


sulfonamide for the 
infections. It 


Elkosin isa 
treatment of urinary 
acetylation, high antibacterial 


new 
tract 
has low 
potency and high solubility at wide pH 
renal safety. It is 


in small doses, and 


ranges with great 
bacteriostatic, even 
produces negligible side effects. It is 
especially effective in urinary infections 
due bacteria. 
Elkosin is supplied in scored 0.5 gram 
tablets in bottles of 100 and 1000. Ciba 
Pharmaceutical Products, Inc., Dept. 


MH, Summit, N.J. (Key No. 898) 


to two or more types of 


(Continued on page 268) 


Hydrocortone 


Hydrocortone is now commercially 
available in limited quantities. This hy 
drocortisone acetate (Kendall's Com- 
pound F) is intended for use by the 
direct treatment 


medical in 


of the joints in rheumatoid arthritis and 


protession 


The new product is de 
scribed as a relative to 
Clinical trials have indicated 
when it is 


osteoarthritis. 
close chemical 
cortisone. 
that it is particularly usetul 
to treat 
joints. It 
i supplement to maintenance therapy 


arthritis, 


desirable only one or a few 
also be used as 


arthritic may 


with Cortone in rheumatoid 
for added relief in the 
volved joints. Merck & Co., Inc., Dept. 


MH, Rahway, N. J. (Key No. 899) 


most severely in 


Stenediol 


Stenediol is now available in a higher 
potency 10 ce. containing 
50 mg. of the tissue-building steroid. The 
new is offered for added 
convenience and comfort of smaller vol- 
ume injections and further increases the 
flexibility of dosage. Stenediol, a methyl 
androstenediol related to 
terone, has been widely employed to 
build in not to 
other therapy. Organon Inc., Dept. MH, 


vial, each cc. 
concentration 
closely testos 


tissue cases responsive 





Ready-Power En- t 
Refrigeration 
Units operate at a 
small fraction of the 


gined 


cost of electrically- 
driven equipment. 
Savings of $50 to 
$150 per month are 
often realized on 
single unit installa- 
tions. Operate on 
NATURAL GAS, gaso- 
line or Diesel fuel. 


I 40 


The READY-POWER Co. 
113231 FREUD AVE., DETROIT 14, MICH. 





READY-POWER 


I CONDITIONERS 


OPERATE AT 


COST 


AIR 


WEST 


Write for 
literature 
of service . 
Model 311 

shelves ... 
itself 








Put Your Work on Wheels 
for Only 10c a Day with 


LAKESIDE 


Stainless Steel 


CARTS 


Use them as medicine carts, 
dressing carts, 


for any portable equipment! 


All stainless steel... sturdily built for years 
.. easy to handle, easy to clean! 
(shown) has three 1514” 
costs only 10c a day to pay for 
in a year. 
standard and heavy duty models. 
and 6-shelf tray trucks. 

See Your Jobber or Write for Dealer's Name 

and Folder on Complete Line 


LAKESIDE 


MFG. CO. 


Orange, N. J. (Key No. 900) 
; | 
BY: 
; ; 


pee 


utility: carts 


x 24” 


Other 3-shelf carts in 
Also 5 


1979 S. ALLIS ST. 
MILWAUKEE 7, WIS. 
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Shown below: 
Addition to The Spohn Hospital 
Corpus Christi, Texas 


td Wade Gibson Martin, Architect 
T 4 t H ] S - | TA [ Corpus Christi, Texos 


THAT NEEDS NO DOCTORing! 


ah 
va 








thea 





refrigerator 


plier Cloaieg Utuaba Ener Wea? 


Made for today’s busy hospitals, because it needs IF YOU'RE PLANNING FOR NATURAL VENTILATION... 
so little care...so little “doctoring”...so little manual con- —_ Auto-Lok Windows scoop in the slightest breezes...inward 
trol! Requires only one hand operation by time-pressed and upward...eliminate drafts! 
nurses! No running to close windows when it rains...rain 


NO MAINTENANCE PROBLEMS 

Perfectly-balanced, friction-free Auto-Lok Hardware re- 
quires no adjustments...ever! For the life of your hospital, 
IF YOU'RE PLANNING FOR AIR-CONDITIONING... your windows will continue to operate with “first-time” 
think of the economy and efficiency of the tightest ease. They never stick, never rattle. They're easier to clean 
closing window ever made! ..-all glass can be cleaned from the inside...top vent, too! 


We a 
Auto-Lok’s tight closure cuts heating costs toa SEALS ITSELF SHUT... like the door of a refrigerator! 
minimum. No cold spots around windons...air infiltration Patented, self-locking Auto-Lok Hardware plus miraculous 
reduced to a degree heretofore believed impossible! “floating seal” weatherstripping give Auto-Lok Windows a 


Auto-Lok Windows provide perfect visibility, and fit closure ten times tighter than the generally accepted standard! 
readily into every architectural design. 


ENGINEERING SERVICE ...... Architects and hospital 
planners everywhere call on Ludman’s engineering staff 
to assist in window planning. Please feel free to call 
upon us when you need window help. 


can’t come in! It locks itself automatically...and seals 
itself shut like the door of a refrigerator! 





PATENTED 


LUDMAN (Acporationn nvromarie 1ocKine 
DEPT. MH-3 * P.O. BOX 4541 * MIAMI, FLORIDA : ALUMINUM WINDOWS 


Write for folder me ALSO AVAILABLE IN WOOD 
“For the Life of Your Hospital” iS Sat wih PS nN. Oe ieee a ae ee an 
and complete information. “ a Fae ice 3 t beso: Sie 


LUDMAN LEADS THE WORLD IN WINDOW ENGINEERING 
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What's New... 


Bacillets Mytolon 


Mytolon Chloride Solution is a new 


syntheti 


t relaxing mus 


It 


the 


compound 


dr spasm mm surgery 1S adminis 


anesthetic 
the 


1 intravenously with 


the 


t 
teres 


drug blanket 
ll voluntary 
] 


pulses 


cules ot re 
muscle Ss. 
ve im and producing 


which lasts trom 15 

It has 

muscular relaxation 
therapy. This 

j 


compound 1s supplied 


eflect 


] + 
minutes also been tound 


during 
, , 

enta new syn 
curare like 


10 ce., 


Abb« 
North Chicago, Ill. 


S pled u wr 


] + M Y y 
1als O +m 


tt Laboratories, 


(Key 


tles ot 10 troche 


Dept. MH, 
No. 901) 


contaming per 


1450 Broadway, New York 18. (Key 


No. 903) 


Terramycin Vaginal 
Dormison 


simp msomnia where 


agitate d psve hotic states 


il notic, inducing 


1s 


siee] Ire 


| It 1 


ning properties, is rapidly meta 


s 


tl action and no 


Its 


i 


has no cumulative 


active 


r } 
methylparatynol 
al Dort 


son 18 a il 


50 


Chas. Pfizer & Co., Inc., Dept. MH, 630 in tles 
Flushing Ave., Brooklyn 6, N. Y. (Key poration, Dept. 
No. 902) (Key No. 904) 


41 ile ‘ 
Sc 
Bloomfield, N. 


cap 
' 
t hoo 


MH, 


“ 


hering Cor- 


a 


(Continued on page 270) 


Winthrop-Stearns Inc., Dept. MH, 


Diethylstilbestrol Dosage 


of Sulbetin 100 n 
Tablets 


Stilbetin 


The 


Diethylstilbestrol 


availability ig 


has recently 
a crystal 
tablet 


is indicated 


been announced 1s 


in form, 
with It 
1 treatment where unusually high po 
F It 
uncoated, scored tablets, in bot 
tles of E. R. Squibb & Sons, Dept. 
MH, 745 Fifth Ave., New York 22. 
(Key No. 905) 


line synthetic estrogen 


suitable excipients 
i 


are needed 1s 
} 


tency estrogens sup 


plied in 


+0 


Efocaine 


ktocaine 1s a non-oily, aqueous 


red 
ed 


woduct tor prolong 


ontaining 


muscibl manage 


| 


in Original d 


ind 


op 
t 


buty 


i 


I 
ty 


ment o In C 


Is 
nent procaine 


stable solution at 


lL A single 


days 


mino-benzoate in a 
saturation |e injec 
le 


critical ¢ 


tion provides six to twelve local 


postoperative control ol 


} j ] 


ind OmMina 


anesthesia tor 


In ano-rectal iby surgery 


oO 
ilvae. The 


is slowly 


minor Surypery I reliet in 


pruritus ani inestheti 


depot tormed injection ib 


local anes 
1 

rapidly 
multiple 


sorbed, assuring continuous 


the 


thes i, while solvents are 


excreted. It is supplied in 20 c 
dose vials. E. Fougera & Co., Inc., Dept. 
MH, 75 Varick St., New York 13. (Key 


No. 906) 


WITH THE APPLEGATE 


FOOT POWER 


Both hands are 


HEAVY DUTY 
MELMAC 


Thousands of commercial or institu- 
tional restaurants, fountains and 
cafeterias have cut dinnerware costs 
in half throughRestraware'’ slong life. 
It's the proved and modern way to 
save money. Patrons and employees 


like it, _, Light 
© Quiet 
© Sheng 
© Athactiue 


All popular serving pieces designed for 
standard food portions and easy stacking. In smart permanent colors. 


the coat, 
marked 


department, and 


impression 
time and linens 


A 


m 


Pim STEencit~ 
lapel | 


For money saving ideas and the name of your 


yn neorest supplier, write to 


APPLIED PLASTICS DIVISION+ KEYSTONE BRASS WORKS 


ERIE, PA. 
5632 HARPER AVE 


Saves 


MARKER 


free to hold 


sheet or blanket in 


the exact position it is to be 


‘ 


\ 
Works faster. Marks name, 


date on one 


money, 


pplegate indelible ink . (silver base) is 


heat-set and lasts as long as the cloth on 
which it is used 
indelible 


Xanno is a long-lasting 
ink (does not require heat Either 
ay be used with Applegate Markers, stencil 


or pen, 


Write for Free Impression Slip. 








CHICAGO 37, ILL. ¢ 
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HERE'S HOW TO HAVE MORE ICE 
AT LESS COST! 


8 One hospital found 





DER-?s. 











Here’s your answer to rising ice costs—the sensational, 


new, bantam-sized York-Flaklce lee Maker DER 


Sized just right for diet kitchens and utility rooms, this 
newest and smallest York-FlakIce Ice Maker provides 
fast, on-the-floor ice service—at an operating cost less 
than the cost of ordinary ice. It pours out up to 300 Ibs. 
daily of clear, clean ice that’s faster cooling because of 
greater cooling surface. It eliminates hauling, handling, 
storing and crushing. There’s no longer any need for 
frantic “S.O.S.” calls to the main kitchen for more ice. 
Phe staff on each floor can get all the ice needed for packs, 
beverages, and delicacies—when it’s needed. Automatic 
“no hands” operation assures you ice that’s purer than 
the water from which it was made. 


Despite its smaller size, the DER-2 contains all the 
features of economy and efficiency that characterize the 
entire line of York Ice Makers—that have made them 
more popular than all other makes of “packaged’’ ice 


makers combined. 


If you want to cut ice costs and still improve your ice 
service, consult your nearby York Representative listed 
in your Classified Directory) or write York Corporation, 


York, Pennsylvania. 


that stainless steel 
cabinets of > cu. ft. 
made compact, 
space-saving stor- 
age bins for their 





DER-2 FEATURES 


Completely Hermetically Sealed 
Refrigeration Circuit. 

Famous York Compressor. 

Rotating Stainless Steel 
Freezing Drum. 

Stainless Steel Cutter 
and Collector Blade. 

Sanitary Ice Chute. 

Baked Enamel Hammertone 
Gray Jacket. 

Underwriters’ Laboratory 
Sanitary Codes approval. 

Only 24” in Diameter and 32” Tall. 

Continuous Operation. 





The big advances come from YORK 


Hleadjuarers for - Refrigeration and Air Conditioning 
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What's New... 


Product Literature lhose concerned with research will find e Barnstead’s Water Demineralizer for 

h helpful and informative data in Laboratories is described in Bulletin No. 

e Savings can be effected in fuel con- this booklet on new and improved in 124 recently released by Barnstead Sull 
sumption, and efficiency t , struments and their importance in re & Sterilizer Co., 124 Lanesville Terrace, 
search and industry. (Key No. 909) Forest Hills, Boston 31, Mass. The de 
mineralizer connects directly to any water 

e A new illustrated catalog of Vitallium supply and delivers the demineralized 


systen can increased throug 
restoration lescribed in - 
chure issued as. J. Riley : er 
6352 N. Maplewood Ave., Chicago 45. Surgical Appliances is now available water in continuous flow. Its seven new 
What causes drop in heating } from Austenal Laboratories, Inc., 224 features, including the new direct read 
39th St.. New York 16, The attrac ing type meter, are fully covered in the 


e catalog illustrates both the surgical pew bulletin. (Key No. 913) 
ypliances and the surgical instruments 7 


crencyv ¢ ny tant and how it 
can be rect I discussed in the 
brochure md maintenance prob 
vives detailed technical advice re e How punched-card users can speed-up 


rding the products. Printed in black and simplify the preparation ot records 
1 reports is discussed in a new I8 


lem « 1 i ve Water storage tank. 
Llow 1 lar longer service ‘ ' , 
caliens-centectack awatnuk- amma ack ail ind red, the catalog illustrates many of an 
I protec ad ays usting and put ’ . 1} ] } ve y 
cen te Makin Sen te am ; the uses to which these Vitallium appl page wlustrated der issued by Reming 
encod : : gy be p Kev No. 910 ton Rand Inc., 315 Fourth Ave., New 
brought out in the text. (Key No. 907) ( it. (Key No. ) . 
: York 10. Detailed intormation is given 
© A new folder which shows the role of @ Descriptive information and specitica- on the Remington Rand Interfiling Re- 
? . ct the T; 3 938 Maier 
AerVoiD containers in Disaster Relief tions on the Tornado Model 230 Noise- producing Punch and the time and 
has been issued by the Vacuum Can Co. less Vacuum Cleaner are ven, in a money saving which can be effected by 
19 S. Hoyne Ave.. \icago 12. It sug- to issued by Breuer | ic Mig. its use. (Key No. 914) 
gests a solution ot th roblems of emer , 5124 N. Ravenswood Ave., Chicago 


fo 4. Photographs illustrate the various ® Technical and practical information 


on the Nefluoro-Photometer is given in 
i new booklet released by Fisher 
Scientific Co., 717 Forbes St., Pittsburgh 


gency mass teeding 1d cautions, 
wait until a bomb t too late. The Uses to which this unit can be 
required uipment for vil defense Institution and the building maintenance 
feeding ‘ i must | ’ | rug ind upholstery attachments are 
sian Taek dines 4 detail ialiaes icity: ties illustrated and described. (Key No. 911)! Pa. Described as three precision in 


(Key No. 908) ? ro ; 


e The lines of air cooled and radiator your laboratory, the Netluoro-Photometer 


struments in one designed to grow with 


“Tomorrow Is Today” is the title of cooled and marine water cooled electric is a new electronic instrument making 
i brochure recently released by the generating plants manulactured by Uni- possible the rapid determination of a 
Brown Instrument vision, Minneay ersal Motor Co., Oshkosh, Wis., > great variety of materials, organic and 
olis-Honeywel gul Co., Wayne & listed and priced on Form Sk-3 norganic, synthetic and biological. (Key 


Windrim Aves., Philadelphia 44, Pa. available. (Key No. 912) No. 915) 


(Continued on page 272) 








SOUND LECTERN 


A complete SOUN 

SYSTEM built into a 

beautiful walnut LEC 

TERN. Used 

ing hospitals f 
nferences, instructi 

meetings, lectures 

MOVE IT ANYWHERE 
PLUC IN POWER 

CORD AND IT I! 

READY FOR USE 

Built-in 1 

will handle 

of 500. Desk 


ee 


HERRICK MEMORIAL HOSPITAL 


speakers, 1 BERKELEY, CALIFORNIA 
i phonograph 
A nonprofit corporation operated by the Herrick Foundation. A well 


staffed, 200-bed institution completely modern and fully equipped for 
surgical, obstetrical, medical and psychiatric patients. Carries on a record 
of conscientious community service begun as the ‘Berkeley General Hos 


pital’ more than a half a century ago 


JULIUS BERBECKER & SONS, INC., 15 E. 26th ST., NEW YORK 10 


a -BERBECKER~ 
CARL/LANGEVIN SURGEONS’ NEEDLES 


LC 
recosporals MADE IN ENGLAND 
120 EAST 13TH STREET, NEW YORK 3, N. Y FOR THE SURGEONS & HOSPITALS OF AMERICA 
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Advanced, 
AY | nee 


llolfman Monel Metal “Unloading” and “Standard” Washers 


THE “UNLOADING” 


Provides more rounds per day by cutting 
down time formerly needed to “pull” loads. 
Hydraulic mechanism raises cylinder and 
sheli. Work is deposited into trucks or into 
basket halves of an unloading extractor. Re- 
leases labor for other operations and avoids 
wear and tear on loads. Single-end drive. 
Monel metal construction 


THE “STANDARD” 


Furnished with open-pocket or horizontal 
partition. Latter type facilitates “No-Lift” un- 
loading since horizontal partition lines up 
level with shell door opening. All standard 
cylinder sizes. Monel metal construction. 


YOUR CHOICE OF WASH CYCLE CONTROLS 
available on “Unloading” and “Standard” 
Washers. Fully automatic, with central or 
individual supply stands. Or, semi-automatic 
with air-actuated control of cach operation, 
once supplies are added. 


Modernize Now! Ask your Hoffman Representative About Our Complete Line of Laundry Equipment 


U.S. HOFFMAN MACHINERY CORP. 105 FOURTH AVENUE. NEW YORK 3, N. Y, 
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What's New... 
Methods Manuals Telescope Department of the compat 


ly, 


the book presents a non-mathematical 


practical xposition ot hov 


of proper tboratory fume * 
fluence optical pertormance. Obyectis 


hood installation ts presented in a book 
let, “Handle With Care All Laboratory ne 

Fume Removal Problems,” recently Of ‘@Umnation are treated im 8 
issued by E. H. Sheld nt Ce ; 

Muske yon, Mi 


sented text 1s s 


pieces, condensers, 


trated with photographs and drawin 
(Key No. 917) 
which illustrate the mts 1 € e@ \ rec 


con equipt for Asphalt Tile has recently 
A en's acts , mer ne ] 
his pre \ ol ea 1 by the Asphalt Tile Institute, | 


} 


been 


(Key No. 916) Park Ave., New York 17. The test w: 


the Technica 
tt Institute and ts av 


The 


“The Theor y 


t 
é 


Researc 


A i NICTOSCOPKE WOrTRKS, 


with some notes of onditions whi h in 


cs, 


filters and types 


mn 


nical manner and the text ts illus 


1S 


mmended Fire Resistance Test 


re 
0] 
is 


h 


\ 
the safest floor 


t } 
i 


(Key No. 918) 


THIS COUPON is provided for your convenience in requesting additional 
information. 
857 Self-Contained Air Conditioner 890 Portable Spirit Duplicator 
858 Plastic Band-Aid Package 891 lectric Stop Watch 
859 Tint Glass 892 Non-Pyrogenic Water Still 
860 Hi-Gloss Interior Panels 893 Petri Blood Pump 
86! Lamidall Moldings 894 Plastic Liquid Containers 
862 Short Safety Sides 895 Acther Gel 
863 X-Ray Processing Hangers 896 Pediatric Chloromycetin 
864 Fluorescent Luminaire 897 Mi-Cebrin 
865 Tube Brush 898 Elkosin 
866 Cable Wire Suture 899 Hydrocortone 
Floor Repair 900 Stenediol 
Incandescent Lighting Products 901 Bacillets 
Tiny Tot’ Wheel Chair 902 Terramycin Vaginal 
Reach-In Freezer 903 Mytolon 
X-Ray Control 904 Dormison 
Hydrotherapy Baths 905 Diethylstilbestrol Dosage 
Soft Drink Dispenser 906 Efocaine 
Room Air Conditioner 907 Methods of Surface 
Film Corner Cutter Conservation 
Plumbing Maintenance Too 
Refrigerator Suction Valve 909 
Cadillac Commercial Chassis 910 Vitallium Surgical Appliances 


Aluminum Double Boilers 911 


908 Disaster Relief 


Tomorrow Is Today 


Noiseless Vacuum Cleaner 
Insect Control Sprays 912 Form SE-3 

9 ctive She 
Conduc Sheeting 913 Bulletin No. 124 
Photocopy Machine 
Electric Dehumidifier 
Liquid Skin Protector 
Rubber Door Silencers 
Electric Hot Food Table 


914 Interfiling Reproducing Punch 
915 Nefluoro-Photometer 

916 “Laboratory Fume Removal 
917 Theory of the Microscope 


Power Roof Exhauster 918 Asphalt Tile Fire Test 


Washable Wall Finish 


Non-Metallic Toilet 
Compartment 921 Book Announcement 


919 Floor Maintenance Manua 


920 Book Announcements 


I should also like to have information on the following products 


NAME 
HOSPITAL 
STREET 


CITY ZONE STATE 


MAIL TO Readers’ Service Dept., The Modern Hospital Publishing Co., Inc. 
919 N. Michigan Ave., Chicago 11, DL 


“Your Floors and How to Maintain 
Them” is the title ot a new booklet re 
cently published by Multi-Clean Prod 

Inc., 2277 Ford Pkwy., St. Paul 1, 
Divided into sections, the 40 

ue manual gives general information 
on the in portance of proper floor main 
tenance and then covers the care ot 
asphalt tile, concrete flooring, terrazzo, 
rubber tile. wood and linoleum, and has 
1 section on shampooing carpets and 
rs. Multi-Clean equipment and sup 
items tor tloor maintenance are also 


scribed. (Key No. 919) 


Book Announcements 


Anson and Maddock, “Callander’s Sur 


Anatomy, 3rd 1074 pp., $14. 


vical ed., 
Hansen, “A Review ot Nursing, With 
Outlines of Subjects: Questions and An 
sWers, 7th ed., 844 Pp. $5.75 Wright 
and Montag, “Drugs and Solutions,” 
4] pp., $1.75. W. B. Saunders Co., Dept. 
MH, Philadelphia 5, Pa. (Key No. 
920) 

Maller, “Textbook ot Clinical Pathol 
ogy, 4th ed., 1077 pp-. $9, The Wil- 
liams & Wilkins Co., Dept. MH, Mt. 
Royal & Guilford Aves., Baltimore 2 


Md. (Key No. 921) 


Suppliers’ News 


Frederic Blank Co., Inc., 230 Park 
Ave., New York 17, manutacturer of 
M ishable and tadeless wall coverings, 
innounces the appointment ot A. B. 
Boyd Co., 1235 Howard St., San Fran- 
cisco 3. Calif., is its West Coast and 
nountain states sales representative. The 
Boyd organization has branch ofhces in 
principal West Coast cities. The com 
pany also announces the appointment 
ot Edwin C. Boyette & Son, Inc., 216 
E. Morehead St., Charlotte, N. C., as 
for North and South 


s iles representatives 


Carolina 


Edward Don & Co., 2201 S. La Salle 
St., Chicago 16, distributors of institu 
tional furnishings ind tood service equip 
ment and supplies, announces the acqui 
sition of the physical assets, general lines 
ind good will ot The Perlman Company, 
Chicago, distributors of fine glassware 


ind china tor seventy-five years 


H. J. Heinz Co., Pittsburgh, Pa., manu 
1 products, announces the 


acturer of too 
opening of its new modern Vinegar 
Building which is now producing Heinz 
White, Cider, Malt and Tarragon Vine 


irs 


Vulcan Hart Mfg. Co., Inc., 2006 North- 
west Pkwy., Louisville 3, Ky., manu 
facturer of cooking equipment, an 
nounces the acquisition of the line ot 
steam-jacketed kettles, meat roasters, col 
fee urns and milk pasteurizers manu 
factured by Royce L. Parker Inc., Addi- 


son, Ill. 
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rd strength 
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: Thomaston, Ge 
is Carrom 


Furniture Th 
1 functional pea 
built to provic 


arrom! 


Upson (oe) 
als using or-1aee) 
provides Upson Vials) 


t hospital furnit 


with bott uty and Tale) 
al stamina 


jeading nospit 
je unusU 


Vie 


For the fines 
jook to Cc 


reasonably priced 
carrom inDUSTRIES- inc. 
Ludington Micheal 
OVER 6° YEARS 


QUALITY wooD pRopucTs ror 
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Fahrenheit or 
Centigrade Scale— 
poy vod Stubb 

or Pear Shaped Bulb— 
Officially licensed 

in all States 
requiring seals. 


to read 


cen ene 


a 


ont ae 


MEINECKE 


. 


with exclusive READEASY SCALE 


Permanent Legibility! 


Meinecke Thermometers are marked with an improved pigment that 
won't wear off! Markings stay clear and bright even after immer- 
sion in a 10% phenol solution for over 300 hours. (in contrast, 
Federal Standards require just one-hour resistance to only 5% 
phenol.) Meinecke markings are guaranteed without reservation, 
regardiess of the sterilizing technique used 


Accurate Readings At a Glance! 


Forget that ‘‘squint and twist’’ technique. On the patented Readeasy 
Scale full degree lines are brought OVER the mercury column; frac- 
tional degree lines stop AT the column. Fractional line groupings 
are the most easily read of all thermometers. Red markings indi- 
cate above normal; black below normal 


“Perfection” Tops Reduce Breakage 


Another exclusive Meinecke feature! Permanently affixed hex- 
agonal top keeps thermometer from rolling on flat surfaces; 
eliminates slippage when shaken; cuts replacement in half 
Temporary identifications can be written on tops in pencil and 
later easily erased. ‘‘Perfection’’ tops in colors provide quick 
identification. White for oral @ Red for rectal @ Blue for special. 


Permanent Readeasy Scale and ‘‘Perfection” Top 
Make Meinecke Thermometers 100% Efficient! 


Write for details, prices, samples. Your hospital 
name will be engraved free on five gross lots. 


Serving The Hospitals Of America For More Than Fifty Years 





